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on peripheral cards 


eomolete Kit: 

Mssentblea K Tested: $733 


Includes PCB, complete set of parts (including blank 
EPROMS) power supply, case, keyboard and blank Z80 card PCB. 


There Is simply no comparison between the obsolete a8K 
board d the new all Canadian designed and manufactured 
high quality 6SOa board — read ETI May 83 review for details 


This 6502 board is a vast improvement on others avaiiabie: 

• 64K RAM (8-4164 chips) 

• 80 X 24 video included on board 

• Floppy Disk Controller included 

• FIVE additional slots 

• Z80 blank PCB included 

• Powerful power supply 
(5V 5A, -I- 12V 2 up to 3A peak, - 5V 0.5A, - 12V 0.5A) 

• Superb quality plastic case 

• Excellent keyboard including numeric keypad 

• EPROMS (blank) included 

• Full service facilities: normal maximum charge $50 on properly 
assembled kits as described in our service pamphlets. 

This board in aii honesty far exceeds our originai expectations and demand 
is spectacuiar. This board wiii aiso fit the oider/cheaper cases and 
keyboards. 


Mail Orders add $3.00 for handling. Ontario residents add 7% 
P.S.T. Visa, Mastercard and American Express cards accepted: 
send card number, expiry data, name of bank and signature. Send 
certified cheque or money order, do not send cash. 

Read our MONTHLY ADS in ETI 




12” Zenith Monitor 

Ready to use; switchable for 40 or 80 
characters. 90 day warranty. 

$137 

Parts for Z80 Card 

Fills up the supplied PCB; enables you 
to run CP/M software. 

$49 



Surpiustronics, 310 Coiiege Street, Toronto, Ontario, M5T 1S3 (416) 925-8603. 





8 V 2 ”, Dot Matrix, 80 Col- 
umn, 100 C.P.S. Regular 
price $615. 

All 120 day warranty 


Gemini 15 $698 

15”, Dot Matrix, 132 column, 100 c.p.s. 

BPSON axao (nbw) aaaa 

6 V 2 ”, Dot Matrix, 80 column, 160 c.p.s. 

EPSON MX100 $1099 

15”, Dot Matrix with GRAFTRAX-h 


Expand you 48K APPLE to 64K. The 
MULTIPLEX 16K RAM Card allows other 
languages to be loaded into your APPLE from 
disk or tape. Allows APPLE CP/M users to run 
CP/M 56. 


Proto Boards $15.95 

Z80 Card $59.00 

Assembled & Tested. No software 
included. 

Floppy Controller Card $86.95 

RF Modulators 

Econo Model $18.95 

(No sound) 

Deluxe Model $21.95 

(With sound) 


Memory Chips 

4164 ■ 150 ns (1x64k single ( + 5V) 
supply) 8.95 

4116-150ns(1x16k) 1.99 

2114L-200 ns(1kx4 static) 2.49 

6116-150 ns (2kx8 static RAM) 8.95 

(Pin compatible with 2716 uses 
negligible amount of power) 

2016-150 ns (2kx8 static) 8.75 

2102L-200 ns (Ikxl static) 1.95 

5101-CMOS RAM 3.85 

2708-(1kx8)EPROM 6.75 

2716-(2kx8 EPROM single + 5V) 5.95 
2732-(4kx8 EPROM single + 5V) 8.69 
2532-(4kx8 EPROM single 5V) 8.95 

2764-(8kx8) EPROM single 5V) 12.95 


ECONO MODEM 

300 baud, acoustic coupler, attractively 
packaged, (uses +5, +12,-12 voltages 
from your computer). 

Limited time offer only: $59 

EMP 310 MODEM 

300 baud, attractively packaged, ready to 
use. Normal price $199. 

Special price: With Phone: 

$169 $179 


If you havBH’t moon a 
copy of our eataloauo 
ipuuimhoa in May an 
antf Computlna Ifowll 
mona for one now. 


MUltIf lex EPROM 
Programmer $79 

FEATURES: 

‘EPROM programmer for APPLE 
computers. 

‘Programmes 2716, 2732, 2732A, 
2764. 

‘ZIF socket for the EPROM. 
‘Complete with software. 
‘Built-in programming supply. 


Our own ordering 
bulletin board. Call 


ZENITH zvM-121: mmomoK 

A 12” green phosphor monitor with a 13 MHz 
bandwidth and a 40/80 column screen width 
selector switch works with just about any 
home microcomputer on the market today. 
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COMPONENT NOTATION AND UNITS 

We normally specify components using an Interna- 
tional standard. Many readers will be unfamiliar with 
this but It's simple, less likely to lead to error and will 
be widely used everywhere sooner or later. ETI has 
opted for soonerl^^^ ^ ^ ^ 

First, decimal points are droppoed and substituted 
with the multiplier: thus 4.7uF is written 4u7. 
Capacitors also use the multiplier nano (one 
nanofarad Is lOOOpF). Thus 0.1 uF is lOOnF, 5600pF Is 
6n6. Other examples are 5.6pF sft 5p6 and 0.5pF - 

Resistors are treated similarly: 1 .SMohms is 1 M8, 
sekohms Is the same, 4.7kohms Is 4k7, lOOohms is 
100R and 5.6ohms is 5R6. 

PCB SUPPLIERS 

ETI magazine does NOT supply PCBs or kits but we do 
Issue manufacturing permits for companies to 
manufacture boards and kits to our designs, Contact 
the following companies when ordering boards. 

Please note we do not keep track of what is 
available from who so please don’t contact us for In- 
formation on PCBs and kits. Similarly do not ask PCB 
suppliers for help with projects. 

K.S.K. Associates, P.O. Box 266, Milton, Ont. L9T4N9. 
B~~c— 0 Electronics, P.O. Box 6326, Stn. F, Hamilton, 
Ont, L9C:6L9. 

Wentworth Electronics, R.R. No. 1, Waterdown, Ont., 
LOR2HO. 

Danoclnths Inc., P.O. Box 261, Westland Ml 48185, 
USA. 

Arkon Electronics Ltd., 409 Queen Street W.^ Toronto, 
Ont., M5V 2A5. 

Beyer & Martin Electronic Ltd., 2 Jodi Ave., Unit C, 
Oownsview, Ontario M3N1H1. 

Spectrum Electronics, 14 Knightwood Crescent, 
Brantford, Ontario M3R 7E6. 


COPYRIGHT 

All matwial Is subject to worldwide copyright protec- 
tion. All PCB patterns are copyrighted and no com- 
pany can sell boards to our design without our permis- 
sion. 


LIABILITY 

While every effort has been made to ensure that all 
constructional projects referred to In this magazine 
will operate as indicated efficiently and properly and 
that all necessary components are available, no 
responsibility whatsoever Is accepted In respect of 
the failure for any reason at all of the project to 
operate efficiently or at all whether due to any fault in 
the design or otherwise and no responsibility is ac- 
cepted for the failure to obtain component parts In 
respect of any such project. Further no responsibility 
is accepted in respect of any Injury or damage caused 
by any fault in design of any such project as aforesaid. 
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A soldering Iron under Ed Zapletol’s 
control is considered a dangerous 
weapon. We’ve been trying to get 
him to build the Temperature- 
Controlled Soldering Iron project for 
some time now, but he says he has 
no use for an iron that doesn’t raise 
instantaneous blisters. He has the 
scars on his hands to support his 
viewpoint. 

Cover photograph by Bill Markwick. 


1) Test Equipment 

6 Dual Logic Probe 

A double purpose logic probe that 
meets a most Important requirement: 
it’s cheap. 

10 Electronic Thermometer 


37 Temperature-Controlled 

Soldering Iron 

An iron that is too hot or too cold can 
wreak havoc on the quality of your pro- 
jects. 

40 AF Signal 

Generator 


12 


14 


18 


21 


23 


How hot does that circuitry get? A 
modified voltmeter can give you the 
answer. 



Crystal Marker 


The ETI Crystal Marker produces a 
square wave output for any one of six 
selected frequencies. 

RPM Meter 

The perfect instrument for measuring 
rotation, but it won’t work on a counter 
stool at the local donut shop. 

Semiconductor Tester 

When your semiconductors arrive 
home from a long night at Scratch 
Daniel’s Saloon, they might have trou- 
ble remembering which end is up. 
Here’s how to set them straight. 

Universal Timer 

Our Universal Timer has two ranges 
and produces a thirty second alarm at 
the end of each timing period. 

Pulse Generator 

This project sounds like it could be us- 
ed to give breathing life to your robot, 
but it has a more important mission. 


A simple-to-build signal generator that 
encompasses features normally found 
only in more expensive designs. 


2) Power Supplies 


42 Power Pack 



44 Nicad Charger 

When your nicads are feeling a tittle 
down, pep them up with some kind 
words and a few hours on this device. 

48 Bench Power 

Supply Unit 

A compact unit that’ll look just perfect 
on your test bench. 




i 


• 

r 

t 
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3) Audio 


27 Universal Counter 


A counter design that can be utilised in 
many different applications. 



34 LED yu Meter 


Ever wonder if there is anything un- 
toward going on In those cables? This 
project allows you to play the role of 
chaperone. 


53 4-Input Mixer 

If the audience has trouble hearing 
your harmonica above the rest of the 
band during an electric version of Tuttl 
Fruitti’, try this mixer. 

55 150 Watt Amp 

“150 watts!” said The Kingston Trio’s 
John Stewart. “Boy! Tom Dooley’ will 
really sound neato with all that power!” 



62 Sound Bender 

A cheap ring modulator with a built-in 
sine/triangle modulation oscillator and 
a pan pot output mixer. 
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64 LED Level Meter 

This LED Level Meter is Ideal for any 
application requiring a wide dynamic 
range level display. 

70 Tape Recorder 

Optimiser 

This little design will help to keep your 
recordings up to snuff. 

72 Scratch Filter 

If you’ve got an Itch, scratch it. And if 



74 Loudspeaker Protector 

If loudspeakers had guardian angels, 
they’d all be called St. Overload. 

4) Sound Electronics 

77 AM Radio 

The AM band is making a comeback 
these days. With this project, you can 
get your fill of spotty news reporting 
and double entendre jokes. 

79 Drum Machine 

If the original North Americans had 
built this project, they wouldn’t have 
gotten cramps in their wrists banging 
on hollow logs outside the council 
longhouses. 

85 steam Loco Whistle 

A shrill horn blast cuts through the 
stillness of the night as a train 
thunders over a level crossing. Your 
wife wakes up and asks if there is a 
volume control on your latest ETI pro- 
ject. 


5) Home 

88 Electronic Doorbuzzer 

A reliable solid state alternative to the 
age old solenoids and chimes. 

90 Low Power Pilot Light 

A power-on indicator that doesn’t drain 
the batteries that it is supposed to be 
saving. 

91 Micro Power 
Thermal Alarm 

For situations where temperature varia- 
tions can be harmful, this alarm will let 
you know if all Is not well. 

93 Bicycle Speedometer 

Bicycles are classed under the same 
law as cars, so if you ride through many 
20 km/h school zones, this project may 
save you from ticket problems. 


96 Musical Doorbell 

A doorbell that you can program to play 
the first measure of the “I’m in the 
Bathtub Blues.’’ 

98 Background Noise 

Simulator 

A project for those readers without 
children. 

100 Touch Lamp 

A battery-powered design that helps 
eliminate all that nightly fumbling in 
the dark. 



102 Emergency 
Lighting Unit 


When Ontario Hydro is hiding Its light 
under the proverbial bushel, this unit 
will help you to see your way clear of 
the situation. 

106 Infra-Red Alarm 

As much as most of us hate to admit it, 
burglar alarms are a necessity in this 
day and age. 


6) Automobile 

Antenna Extender 

With ETI’s power antenna controller, 
you can keep your antenna out of the 
hands of the local zip gun fanatic. 

Headlight Delay 

If you happen to own a ’32 Auburn, in- 
stalling one of these units might lose 
you some points at the next Concours. 

LED Tachometer 

A great way to measure the speed at 
which that rattly wrist pin finally let 
loose. 

Bargraph Voltmeter 

How to keep a close eye on that $5.00 
battery that was guaranteed for nine- 
teen starts. 

Bodywork Checker 

Used car salesmen will hate you on 
sight when you come walking into the 
lot with one of these gadgets. But then, 
being disliked by a used car salesman 
is similar to being disliked by a wart. 

Engineer’s 
Stethoscope 

The ideal way to find out if the bolt you 
dropped down the carburetor is still 
banging around down there 
somewhere. 


Ill 

113 

115 

118 

120 

122 


7) Photography 

125 Contrast Meter 

Overexposed? Underexposed? Let this 
meter do all of the hard work. 

128 Photo Timer 

An indecent exposure can be very 
unflattering to your talents. This pro- 
ject will provide you with all the 
counselling that you will probably 
need. 

130 Enlarger Timer 

Let’s face it, muttering one and two and ■ 
. . . just does not make it in the highly 
technical world of photography. How to 
time your enlargements professionally. 

133 Flash Sequencer 

Stop action photography often creates 
exciting images, and this unit makes 
for pretty cheap excitement. 


8) Games 

136 Roulette 

We bring Las Vegas into your home. 
Minus, of course, the free drinks, and if 
you want to hear Frank Sinatra, you’ll 
have to dig out an old 45. 



140 Reaction Tester 

No, not another public opinion 
measurement device from Gallup. 

142 Win Indicator 

For the competitive among us; a way of 
measuring your greatness. 

145 Alien Attack 

Being surprised in the shower by a 
band of aliens is no great fun, and 
swinging at them with your soap-on-a- 
rope is not very diplomatic. The aliens 
in this game are not real. 

148 Joystick 

Using keyboard commands for a video 
game is a lot like staring up an 
elephant’s trunk; an ugly way to spend 
your time. 

150 Russian Roulette 

A design that’s just in fun. Don’t tuck it 
into the waistband of your pants when 
you go down to the sub shop for a late’ 
night snack. 

152 Double Dice 

When one die isn’t enough, and three is 
too many. 
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Dual Logic Probe 



Using the case and construction techniques specified gives a neat iittie project. 


With all the logic probe 
designs that have been 
published, you didn’t think we 
could come up with an original 
design, did you? Oh ye of little 
faith ... this one’s cheap, 
compact, and clever. Design 
and development by Phil 
Walker. 


THIS ‘project par excellence’ from tne 
ETI workshop Is a very useful dual 
purpose logic tester. It Is designed 
with CMOS In mind and uses mostly 
logic ICs of that family. Our prototype 
gives results with pulses down to 200 
nS wide at frequencies from DC to 
over 2 MHz. 

The ETI DIcrobe Is designed as a 
dual purpose test Instrument. One 
half of It Is a reasonably conventional 
logic probe giving Indications for 
logic high, low, and pulsing states 
while also having a transition 
memory to store those events you 
might otherwise miss. All these con- 
ditions are displayed on a seven- 
segment LED display to give a prac- 
tical representation of conditions at 
the probe tip. 


Probing For Pulses 

The other half of the unit Is a logic 
pulser which automatically senses 
the logic level of the secondary probe 
and gives It a short pulse to the op- 
posite state. This can either be a 
square wave drive at about 5 Hz or 2 
uS pulses, again repeated five times 
per second. 

Two LEDs Indicate the logic 
state on this probe but no Indication 
of pulse conditions Is given. The two 
parts of the Instrument can be used 
Independently or together. This 
enables a considerable amount of 
useful testing to be carried out with 
this unit alone. 

For Instance, the pulser could be 
applied to a clock Input while the 
primary probe looks at the outputs to 
see If anything happens. Both probes 
could be applied to a part of the cir- 
cuit to see If It Is shorted to OV or the 
positive supply; In this case pulses 
will be seen If everything Is OK (even 
If there Is an output from a gate driv- 
ing It). 

On TTL circuits the probe may 
not operate so quickly due to the low 


supply voltage but a useful Indication 
of functions should be possible. Bear 
In mind, however, that the logic high 
and low levels for TTL are much lower 
relative to the supplies than for 
CMOS. 

A Tour Round The Circuit 

The primary probe circuit uses a 4049 
to sense the Input, with the advan- 
tage of high speed, high Input im- 
pedance and CMOS logic thresholds. 
The output from three sections of this 
drives the edge detector and two seg- 
ment drivers. The edge detector 
drives a set-reset latch (to store the 
fact that a transition occurred) and a 
monostable (to give indication of 
previous conditions). 

The secondary probe circuit Is a 
little simpler than the primary probe 
as it Is not designed for high speed. 
Part of a hex Schmitt trigger senses 
the input and the result of this Is 
stored on a set-reset latch. Another 
part of the Schmitt package works as 
an oscillator at about 5 Hz and drives 
two other sections via CR networks to 
provide reset pulses for the set-reset 
latch and enable pulses for the out- 
put circuit. 

The output transistors are con- 
nected so that they are normally off. 
When a pulse is to be applied to the 
output the logic drivers apply base 
drive to one of the transistors. The 
particular transistor driven Is the one 
which gives a pulse of the opposite 
polarity to the normal state of the cir- 
cuit point to which the probe is con- 
nected. After the pulse the state of 
the circuit Is sensed ready for the 
next pulse. 


The three-position switch allows 
the secondary probe to act as a 
straight logic probe or an automatic 
pulser with short duration or square 
wave pulsing. 


Construction 

The PCB for this project has been 
designed to fit Inside a small plastic 
box. There Is very little room to spare 
inside the box so great care must be 
taken to use small components and 
make the connecting wires as thin 
and short as possible. 

A fine tipped soldering iron Is 
essential for this project and great 
care must be taken to avoid solder 
splashes between tracks. The ICs can 
be mounted in sockets of the low pro- 
file type and the seven-segment 
display should be mounted in a 
socket as well. For the display we us- 
ed some Soldercon connectors; these 
are taller than the low profile sockets 
on the other ICs and held It higher 
above the board to project through 
the case lid when assembled. Apart 
from the LEDs and two resistors, all 
the other components mount normal- 
ly on the PCB. Take care to get the 
diodes, transistors, ICs and capacitor 
the correct way round. The LEDs are 
mounted so that they will project 
through the lid. 

Two resistors have to be 
mounted on end so refer to the 
overlay to see where they should go. 
Two wire links are needed near IC1 so 
don’t forget these either. The links 
are close together and should be 
made with Insulated wire. When wir- 
ing up, connect lengths of 6” or so to 
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all the connection points indicated 
except the power supply, which 
should be 18” or so. 

Fit the sockets for the probes In- 
to the end of the box where the board 
mounting pillars are closest together. 
They must be as near to the bottom of 
the box as possible. Also fit the reset 
switch into the side of the box in a 
similar manner. This switch must be 
very small to fit in the space provided. 
If a suitable component cannot be ob- 
tained, increase the value of R3 to 
10M and use two small bolts as a 
touch switch. This is suggested only 
as a last resort! 

A small grommet should be In- 
serted In the opposite end of the box 
to the probe connectors to take the 
power supply wires. The box lid must 
have holes cut or drilled In It to clear 
the display, LEDs and mode switch 
SW1. SW1 Is bolted to the lid and the 
Interpin connections made before wir- 
ing to the board. 

When fitting the PCB into the 
box the wires from It must all pass 
over the ends as there is not enough 
clearance at the side for them. The 
probe and switch wires should be 
short or they will get in the way of the 
lid. Our prototype used small grom- 
mets cut In half as spacers between 
the PCB and the mounting pillars to 
get the correct height. 


Probing Deeper 

The probes themselves were very sim- 
ple. The main one was a piece of p|g ^ complete circuit diagram of the logic probe, 
brass threaded rod turned to a point 
In a drill with a file. This was soldered 
Into a metal tube taken from a piece 
of plastic connector block. A small 
piece of thick wire was soldered into 
the 2 mm plug and then this was 
soldered Into the other end of the 
metal tube. You may care to experi- 
ment with a sewing machine needle 
instead of the brass rod as these form 
very durable probe tips. 

The other one was simply a piece 
of wire with a spring probe on the end 
terminated in another 1 mm plug. 

The two probes are inter- 
changeable as required. Power supp- 
ly wires can be terminated In 
crocodile clips or anything conve- 
nient. 


What’s The Diagnosis? 

The probe Is intended for diagnostic 
work on CMOS circuits where the 
main part is used to look for the ef- 
fects caused by the pulser probe be- 
ing applied to an earlier part of the Fig. 2 Component overiay. Note that one end of R12 is soldered to two flying leads, not 

circuit. This lets us find faults In com- the board. 



NOTE: 

IC1 IS 4049B 
IC2 IS 4070B 
IC3 IS 4093B 
IC4 IS 40106B 
ICS IS 401 IB 
Q1 IS 2N3905 
02 IS MPS6515 
D1-8 ARE 1N4148 
LED 1 IS 3mm RED LED 
LED 2 IS 3mm GREEN LED 
DISP 1 IS FND357 
(COMMON CATHODE) 



LOGIC PROBE 
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Dual Logic probe 

ponents such as gates and many 
counters and other devices. By con- 
necting both probes to the same 
point, a check can be made to see 
whether a short circuit exists to 
either power rail (no pulses detected). 
It can also be used as a crude signal 
source If nothing else is available. 

The pulser works best If the point 
to which It is attached is static, as it 
has a fairly slow response time. Note 
that when It Is In the active pulsing 
mode, the LED display does not give 
a true picture of the logic level at the 
pulse probe. 

The main probe will catch pulses 
down to 200 nS with a 9 V supply 
which should be adequate. 


-Parts! 

1st 

Resistors (all V*W, 5%) 

R1 ,2,12,13, 

19,20 

10k 

R3,10,11 

1M0 

R4-9,17,18 

IkO 

R14-16 

100k 

R21,22 

22R 

Capacitors 

(all miniatu 

cept where 

stated) 

Cl 

loop 

C2 

68p 

C3 

lOOn 

C4 

470n 35V 

C5 

150p 

C6 

4n7 

C7 

lOOu 25V 


trolytic 


Semiconductors 

IC1 4049B 

IC2 4070B 

ICS 4093B 

IC4 401 06B 

ICS 4011 B 

Q1 2N3905 

Q2 MPS6515 

D1-8 1N4148 

LED1 3mm red LED 

LED2 3mm green LED 

DISP1 0.4” seven-segment 

common cathode 
display (FND357 or 
similar) 


Miscellaneous 

SW1 3-posltion miniature 

slide switch 

PB1 subminlature push- 

button 

PCB; two 2mm sockets and plugs for 
probes; piece of brass rod or studding 
for probe; crocodile clips; 10-way 
Soldercon strip; low profile 1C sockets 
(If used); small grommets, wire, screws 
etc; case. 


mow It worksi 


MAIN LOGIC PROBE 

This part of the circuit is based around 
IC1,2 and 3. The input from the probe tip 
passes via a simple protection network R, 
D1 and D2 to ICla. This device senses the 
logic level at the probe tip while also presen- 
ting a very high impedance to the circuit 
under test. Two more sections of the device, 
IClb and IClc, are used to speed up the 
transition time when the logic state changes 
at the input. The output from IClc is used 
by IClf to drive one of the segments of the 
display. IClc’s output is inverted by ICld 
and used by ICle to drive another segment. 
These two display segments form the im- 
mediate logic state indicator. 

The outputs from IClc and ICld go to 
IC2b and IC2c. IC2 is a quad exclusive-OR 
gate which in this case is being used as a 
controlled inverter. The outputs from these 
two sections drive two more segments of the 
display but these are the ones which in- 
dicate the previous logic state. 

To detect a transition from one state to 
another, the output from ICle is applied to 
one input of IC2a while the output from 
ICld is applied to the other via R2 and C2. 
These components cause the inputs to IC2a 
to be slightly out of phase with each other. 
In their normal rest state the inputs to IC2a 
would be at opposite logic levels causing the 
output to be high, but for a short time after 
a transition the inputs to IC2a will be at the 
same level and the output will be low during 
this period. 

This low pulse has two effects. The 
first is to set the latch formed by IC3a and 
IC3b such that the decimal point LED in 
the display is lit, indicating that a transition 
has occurred. The second is to force the 
output of IC3c high, enabling the astable 
oscillator formed around IC3d. In fact 
IC3c and IC3d form a monostable to effec- 
tively stretch input pulses and transitions so 
that they can be seen. The low pulse on 
IC3c input puts a high on IC3d input 
which, since C3 has been resting at a high 
level, will make the output of IC3d go low 
immediately. This forces IC3c output to re- 
main high via its second input until C3 
discharges enough to allow IC3d output to 
go high again. 

The output of IC3c is connected to 
IC2d which acts as a buffer to drive the cen- 
tre segment of the display. This flashes to 
indicate that a transition has occurred. IC3c 
output also drives IC2b and IC2c, causing 


them to invert the signal on their other in- 
put while the monostable is active. The ef- 
fect of this controlled inversion is that the 
last transition is mimicked on the display. 

The transition memory, IC3a,b, can be 
reset at will by pressing PBl. The decimal 
point on the display will go dark until 
another transition occurs at the input. 

PULSER PROBE 

The input from the probe tip is sensed by 
IC4c, part of a hex Schmitt trigger. Some 
protection is provided by R12, R13, D3 and 
D4 against excess input voltage. The output 
from IC4c goes to the latch formed by IC5a 
and IC5b via R15. A low on IC4-c output 
will set the latch such the LEDl is alight 
and LED2 is off. 

IC4a, Rll and C4 form a slow speed 
oscillator which, via a buffer IC4b, drives 
the pulse generation circuits. On the rising 
edge of the output from IC4b, IC4d is 
driven by C6 and R14 to produce a low 
pulse of short duration. This pulse tries to 
reset the IC5a,b latch but will only succeed 
if IC4c output is high. This updates the 
latch every cycle of the slow clock. 

On the falling edge of the slow clock a 
signal may be passed to IC4e via C5 and 
Swl . Position 1 of the switch does not allow 
the pulse to pass and the circuit acts as a 
slow logic probe only. Position 2 of the 
switch allows the signal through but con- 
nects R16 into the circuit such that it forms 
a differentiator with C5 and makes the out- 
put from IC4e appear as short pulses. In 
position 3 the output of IC4b is coupled to 
IC4e via C5 virtually without change. This 
means that the pulses will be approximately 
50% duty cycle. 

The output from IC4e (consisting of a 
low logic level with or without positive- 
going pulses) passes to IC5c and IC5d. The 
other inputs to these gates are taken from 
the output of the input sense latch, IC5a 
and IC5b. If the output of IC4e goes high, 
then one or other of the outputs of IC5c or 
IC5d will go low. A low level on IC5c will 
turn Q1 on via R19 and pull the probe to a 
high level via R21 . If IC5d goes low instead, 
IC4f output will go high and turn Q2 on via 
R20. This will pull the pulser probe to the 
negative supply via R22. D6 and D7 provide 
a small amount of protection for this part 
of the circuit while D8 provides overall 
polarity protection for the probe supply. 
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ETI Special Publications 



If you’ve enjoyed 50 Top Projects, 
why not try some of ETI’s other 
successful 


Available from your local elec- 
tronic parts store or direct from 
ETI. Please add 45c each to 
cover postage. Send money to: 
Electronics Today Magazine, 
Unit 6, 25 Overlea Blvd., 
Toronto, Ont., 
M4H 1B1 
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Electronic 

Thermometer 


Convert your meter to read 
temperature with this simpie 
add-on unit. 


USING THIS CIRCUIT you can convert 
any voltmeter capable of reading 0-1 V 
to a 0-100®C temperature probe. The 
device that makes this possible is Na- 
tional Semiconductor’s LM335. This 
is a temperature-sensing integrated 
circuit housed in a TO-92 transistor 
type package which acts as a shunt 
regulator giving an output voltage of 
10 mV per degree. The chip gives a OV 
output, not at 0°C as you might ex- 
pect but at absolute zero, minus 
273 °C. This means that an output 
voltage of 2.73 V Is obtained at freez- 
ing point. To get a 0 V output from the 
circuit at 0®C, ail we need to do Is 
compare the output of the chip with a 
reference voltage of 2.73 V, which we 
obtain from a second integrated cir- 
cuit, the TL430C. 

Construction 

Begin by mounting resistors 
R1,2,3,4,5, integrated circuit IC1 and 
variable resistor RV1 into the printed 
circuit board (PCB), as shown in Fig. 
2. As IC1 and IC2 look alike make sure 
you’ve picked up the right device, the 
TL430C. Check its orientation against 
the overlay diagram. 

Now connect a voltmeter with its 
negative lead to 0 V and its positive 
lead to the junction of R4 and R5. 
With the unit connected to a 9 V bat- 
tery, you should be able to adjust RV1 
to obtain a reading of 2.73 V. Discon- 
nect the meter and battery if all Is 
well, and solder R6, RV2 and IC2 into 
the PCB, taking care with IC2’s orien- 
tation. 

Reapply power and connect the 
meter this time with its negative lead 
to the junction of R4 and R5, and its 
positive lead to the junction of R6, IC2 
and RV2. 

By adjusting RV2 you should ob- 
tain a reading corresponding to the 
ambient temperature. If the 
temperature Is 25 “C adjust RV2 for a 


reading of 0.25 V. 

Only one calibration is needed 
as this sets the chip accurate to| 
within 1°C over a range of -lOX to 
-100"C. 

Now, mark and drill the case to 
fit the panel meter and on/off switch. 
Mount the PCB, battery, switch and 
meter into the case and wire up the 
project as shown in Fig. 2. 

If you wish to make a 
temperature probe, you can mount 
IC2 remotely from the PCB. Choose a 
mounting to suit your application, 
taking care that the leads cannot be 
bridged or short-circuited if measur- 
ing water temperature, for example. 
In fact. It is a good idea to encap- 
sulate the complete 1C in epoxy resin 
or similar, if you intend to use the pro- 
be to measure water temperature. 

And there you have it. With just 
two comparatively cheap chips and a 
handful of components, you have a 
complete linear temperature 
measurement system. 


A 



^T| thermometer 


L 


r 



Fig. 1. Circuit of the ETi Thermometer. 
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rParts Ust- 


RESISTORS (All V 4 W, 5%) 

R1 120R 

R2 10k 

R3 1k8 

R4 330R 

R5 2k7 

R6 5k6 

POTENTIOMETERS 

RV1 2k2 miniature horizontal 

preset 

RV2 10k miniature horizontal 

preset 

SEMICONDUCTORS 

IC1 TL430C adjustable 

zener 

IC2 LM335Z temperature 

sensor 

MISCELLANEOUS 

Ml any meter capable of in- 

dicating 0-1 V (for 
0-100 X measurement 
range) 


Case to suit. 


r-How It works- 


The heart of the circuit is the LM 335Z solid 
state temperature sensor. When a current of 
400 uA to 5 mA is passed through this 
device, a voltage of 10 mV per degree is 
developed across it. At 25 °C (room 
temperature) a voltage of 2.98 V will be 
produced, not the 0.25 V (0.01 x 25) that 
you might expect. This is because the out- 
put is proportional to absolute temperature 
and 0°C is 273K so 25 °C is (273 + 25 - 
100) V, ie, 2.98 V. So that the meter will 
read zero for 0°C, we generate a reference 
voltage of 2.73 V corresponding to 0®C, 
273 K (the ‘K’ is for Kelvin — Lord Kelvin, 
a physicist). 

The reference voltage is produced us- 
ing a special integrated circuit, the TL430C. 
This chip is connected just like the LM335Z 
and has a terminal which monitors the out- 
put voltage via potential divider Rl, RVl, 
R2. The TL430C will regulate the voltage at 


its output until a voltage of about 2.7V ap- 
pears at its reference input. This occurs for 
an output voltage of about 3V. Unlike the 
LM335Z whose output will change with 
temperature, the TL430C is designed to be 
temperature independent and its output will 
drift by less than 50 parts per million, per 
degree Centigrade (ie, not more than 150 
uV/°C). The required reference voltage of 
2.73 V is obtained from the 3V output via 
potential divider R4, 5. This network is re- 
quired because the reference voltage (and so 
the minimum output voltage) may range 
between 2.5V and 3V for different samples 
of the device. Preset RVl accommodates 
this variation, enabling a 3 V output to be 
obtained from any sample. To obtain a 
temperature measurement, a IV FSD meter 
is simply connected between the reference 
voltage from ICl and the output of IC2. 


2.73 V 




2.73 V + 10mVPER°C 


Fig. 2. Printed circuit board overlay of the 
Thermometer and connection details. 
Make sure you don’t confuse ICl with IC2 
as they are similar both in size and shape. 


SW1 

ON/OFF 



Fig.3. Internal view of the Thermometer. 

Keep all leads short and neat. • 

50 Top Projects — 11 


Crystal 

Marker 


A simple but useful piece of 
test gear, ideal for spot 
calibrating radio dials, ‘scope 
timebases, etc. 


better accuracy than this and ha 
access to a precision frequency stan 
dard , replace C2 with a 100pF trim 
mer and adjust it to give a precise 1 
MHz crystal oscillator frequency. 



THIS SIMPLE piece of test gear pro- 
duces a square wave output with any 
one of six selected frequencies or 
periods. The outputs which range 
from 100 Hz (10 mS) to 1 MHz (1 uS), 
are derived from a crystal oscillator 
via decade divider stages and thus 
have a high degree of frequen- 
cy/period precision. The instrument Is 
thus specifically intended to be used 
as a precision frequency/period stan- 
dard, for calibrating Items such a 
radio dials, ‘scope timebases, etc. 

To calibrate a radio dial, loosely 
couple the output of the Instrument 
to the radio antenna (i.e., dangle a bit 
of wire near to the aerial), switch to 
the 1 MHz range and then tune the 
radio through its ranges, marking off 
the dial points at which the 1 MHz 
signal and its harmonics (up to about 
30 MHz) are heard as a heterodyned 
‘zero beat’ audio signal. Then repeat 
the procedure at lower standard fre- 
quencies (100 kHz, 10 kHz, etc) until 
the dial is adequately calibrated. 

To calibrate a ‘scope timebase, 
simply connect the output of the 
calibration standard to the Y 
amplifier of the ‘scope and then run 
through the timebase ranges, check- 
ing that the indicated periods agree 
with those of the calibrator. 


HOW It works 

The heart of the instrument is the crystal 
oscillator designed around Q2-Q3. Q3 is 
wired as a common base amplifier. Its col- 
lecter signal is buffered by emitter follower 
Q2 and then coupled back to Q3 emitter via 
the series-resonant 1 MHz crystal, thereby 
causing Q2-Q3 to oscillate at the crystal fre- 
quency. The oscillator output signal is then 
amplified by Q1 and converted to a clean 
square wave by Schmitt trigger ICla. 


The 1 MHz square wave from ICla is 
used to clock a chain of cascaded decade 
dividers to generate standard frequencies of 
100 kHz, 10 kHz and 100 Hz. All of these 
signals are made available at output socket 
SKI via SW2 and are individually buffered 
by Schmitt inverters (IClb to IClf). 

The instrument is powered from a 
single 9V battery. LED 1 illuminates while 
SWl is closed. 



Construction 

This is a fairly simple project and con- 
struction should present few pro- 
blems. Most components are 
mounted on a single PCB. Note here 
that five links are used on top of the 
PCB and that the crystal and the five 
tCs must all be mounted in suitable 
sockets. 

When the PCB construction is 
complete, mount it in a suitable box 
and make the interconnections to 
SWl, SW2 SKI LED1-R9 and B1. The 
unit is then read>^for use. 

The basic Instrument has a 
typical accuracy of better than 0.01 % 
with the C2 value shown. If you want 
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I Fig. 1 Circuit diagram. R9 is mounted off board between LED1 and SWl. 


For those of you who have always wanted 
to know what the inside of a crystal 
calibrator looks like but were too bashful 
to ask, here It Is. You could go mad with a 
power drill (or sharpened boy scout) drill- 
ing holes for PCB bolts and battery clips. 
We’ve found sticky pads to be perfectly 
adequate. 



Crystal Calibrator 



Fig. 2 Component overlay. The ICs are mounted in sockets. Construction of the board Is fairly straightforward. 


Parts Ust 

Resistors all V 4 W, 10% 

R1 

3k3 

R2 

330k 

R3,5,6 

2 k 2 

R4 

1k5 

R7 

47k 

R 8 

10 k 

Capacitors 

Cl ,3 

lOOn ceramic 

C2 

150p polystyrene 

C4 

470u 25V electrolytic 

Semiconductors 

IC 1 

CD40106B 

IC2,3,4,5 

CD4017B 

Q1.2.3 

MPS6515 

XTAL 

1 MHz 

LED1 

TIL 220 

Miscellaneous 

SW1 

SPST miniature toggle 

SW2 

1 pole 5 way rotary 


switch 

Case 


SKI 

BNC (50R) Socket 

knob to suit 




We can confidently predict that you won’t 
have any trouble fitting the specified com- 
ponents into the case used! 
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RPM Meter 


Can you count from 0—30,000 
in one minute? With the ETi 
Eiectronic Rev Counter you 
canl 

THIS LINEAR SCALE revs-per-mlnute 
counter lets you measure the speed 
of rotating objects from about 300 
RPM to 30,000 RPM. Use of a light- 
sensitive probe means no mechanical 
linkage is required and faster or 
slower speeds could be measured 
with only simple modifications. The 
input stage features a self-adjusting 
Schmitt trigger circuit that enables 
the probe to work in a range of am- 
bient lighting conditions. A single 9V 
battery provides the power, and low 
current drain means a useful life will 
be obtained from a 9V battery-sized 
source. 

01 34555 

Can you rearrange those numbers to 
make a well-known phrase or saying? 
Of course. It’s an anagram of the 3140 
MOSFET (Metal Oxide Semiconduc- 
tor Field Effect Transistor) opera- 
tional amplifier and the familiar 555 
timer. The advantages of the 3140 
over the less-expensive 741-type of op 
amp are: its common mode input 
range which includes the negative 
supply rail, faster output slew rate 
and very high Input Impedance — 
millions of megohms. All these 
characteristics are exploited In this 
design, so don’t use a 741 — it won’t 
work. 

Construction 

Build up the printed circuit board 
(PCB) first. Insert and solder resistors 
followed by capacitors. Capacitor C5 
is polarised, so make sure you get it 
the right way round. Figure 2 gives 
details of component locations. 

Next, insert and solder PCB pins 
at the nine points where off-board 
connections are made. This may 
seem unnecessary but it means that 
you can make (and remake if needed) 
all connections after the board has 
been fitted into the box so that all wir- 
ing is neat, and not in a ‘bird’s-nest’ 
state. 

Now solder in zener diode ZD1, 
making sure that it is the right way 
round. 

Use integrated circuit sockets to 
hold the two ICs. As well as making it 
easier to substitute and test ICs, the 
sockets enable you to whip out the 



chips if they are required for another 
project without having to attack the 
finished unit with a hot soldering iron. 
(Note that despite the use of MOS 
transistors in the 3140, the device is 
not susceptible to damage from 
static electricity and no special 
handling precautions are required.) 

Mark and drill the case for the 
meter and two switches. Fit these, 
the PCB and the battery Into their 
final positions. Two or three self- 
adhesive foam pads are ideal to hold 
the circuit board and battery. 

Now, wire up the project as the 
connection details in Fig. 2 show. 

Finally, mount the photo- 
transistor in an old felt-tip or ball- 
point pen, after covering the body of 
the sensor transistor (see Fig. 3) with 
a short length of opaque sleeving to 


cut down ambient light. Readlly- 
obtainabie heat-shrink, or rubber, 
sleeving is ideal, but if you can’t ob- 
tain this a few turns of insulating 
tape, neatly wrapped round, will do 
the job. 

Calibration And Use 

Calibration is very simple. Ail you 
need to do is switch to the 0--3,600 
RPM range and point the sensor at an. 
electric light bulb. The light from the 
lamp will be modulated at the 60 Hz 
line frequency corresponding to a 
3,600 RPM signal (60x60). Walt a mo- 
ment for the auto-Schmitt input stage 
to adjust itself; you may have to point 
the sensor away from the lamp slight- 
ly, until the meter gives an indication. 
Then adjust RV1 for a reading of 3,600 
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RPM, full-scale on the meter. In fact, 
because the lamp brightens for each 
half-cycle of the mains, its output fre- 
quency is 120 Hz. However, on the 
3,600 RPM range, the unit is unable to 
respond to a 120 Hz input and in- 
dicates 3,600 RPM. By switching to 
the 36,000 RPM range, you should ob- 
tain a true reading of 7,200 RPM. For 
this reason you should always com- 
mence your measurements with the 
unit switched to the 36,000 RPM 
range. 

In use, the object to be measured 
is arranged so that the sensor sees 
an increase in reflected light once per 
revolution. For exampie, you can 
measure the speed of an electric 
motor by slipping a short length of 
black sleeving over its shaft. Paint 
one side of the sleeving with white 
paint so that the sensor sees white 
and black sections alternately as the 
shaft revolves. Although the input 
stage will compensate automatically 
for various lighting conditions it may 
sometimes be helpful to illuminate 
the shaft with the light from a small 
flashlight. One of those with a lens- 
end pre-focus bulb is ideal. 

To obtain a 0-360,000 RPM range, 
use a 10k resistor for R5. To measure 
slower revolutions, simply arrange for 
more black/white transitions per 
revolution using striped paper wrap- 
ped around the shaft or a radially pat- 
terned disc mounted on a rotating 
wheel. Ten black/white stripes per 
revolution give a 0-360 RPM range 
and so on. There are many techniques 
for measuring the speed of rotating 
objects. This unit Is cheap and simple 
to build and calibrate providing an ex- 
cellent introduction to electronic 
measurement systems. Build one for 
your lab or workshop or just for 
fun—amaze your friends with a 
‘revolution’ in electronics! 


SW2 


Internal view of the ETI RPM Meter. 


SCREENED 

CABLE 


9V BATTERY 


Figure 2. Printed circuit board overlay along with connection details of the project. 
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Figure 3. Close-up details of the 
phototransistor, insulated with rubber 
sleeving, prior to insertion into a pen 
body. 


Parts Ust- 

RESISTORS 


R1 

R2 

R3,8 

R4 

R5 

R6 

R7 


10k 

10M 

33k 

22k 

1M0 

10k 

390R 


POTENTIOMETER 

RV1 22k miniature horizontai 

preset 


CAPACITORS 

Cl ,2 lOOn ceramic 

C3 InO ceramic 

C4 15n poiyester 

C5 22u, 16V tantaium 


SEMICONDUCTORS 

IC1 3140E MOSFET opera- 

tionai amplifier 
IC2 555 timer 

Q1 TIP 78 photo-transistor 

ZD1 5V6, 400mW zener diode 


MISCELLANEOUS 


SW1 


single-pole, double- 
throw toggle switch 
single-pole, single-throw 
toggle switch 
100 uA FSD moving-coil 
meter 

3.5mm jack plug X socket (or similar) 
Case to suit. 


SW2 


Ml 


HOW It works 

The Input signal Is ‘squared up’ by the 
Schmitt trigger whose output drives a 
monostabie multivibrator; I.e. each 
time the monostable is triggered by the 
Schmitt trigger it produces an output 
pulse whose period is determined by 
the associated resistor. A simple 
changeover switch selects the ap- 
propriate timing resistor for the 
selected measurement range. The out- 
put from the monostable Is used to 
drive a meter — the closer the pulses 
(le, a greater RPM), the more the meter 
needle moves. 

Light falling on transistor Q1 
causes a current to flow through It 
(because it is a photo-transistor) and a 
voltage is developed across resistor 
R1. If the light Is modulated I.e. goes 
brighter and dimmer, the voltage 
across R1 will rise and fall in sym- 
pathy. Capacitor Cl removes any noise 
spikes which may have been picked up 
by the connecting leads and the resul- 
tant signal goes to the Inverting input 
of IC1. This is an op amp used as a 
comparator; comparing the voltage at 
the Inverting Input. We obtain the 
reference voltage by low-pass filtering 
the input voltage with R2 and C2. An In- 
put signal producing a voltage across 
R1 which ranges from IV to 4V will 

©THE SIGNAL FROM 

THE PHOTOTRANSISTOR 


result In a reference voltage of about 
2.5 V, the average of the peak and 
trough values. The exact reference 
voltage will also be a function of the in- 
put’s mark-to-space ratio which should 
Ideally be 50% (I.e. equal light and dark 
areas on the rotating surface). 

The output of IC1 consists of a 
squarewave at the same frequency as 
the Input signal. This output signal 
triggers the 555 timer on each failing 
edge. A differentiating circuit C3, R3 
and R4 is used to produce a short trig- 
ger pulse. The 555’s monostable out- 
put pulse is a function of range setting 
resistors R5 and 6. 

To make the unit less sensitive to 
falling battery voltage the output of IC2 
Is clipped by ZD1, a 5V6 zener diode, 
and the meter is driven from this 
voltage through a current-limiting 
series resistance comprising RV1 and 
R8. 

Current pulses from IC2 are 
averaged in the meter, the deflection of 
which Indicates the Input frequency 
scaled in RPM. To allow for variations 
In component tolerances, full-scale 
deflection Is obtained from an 80% du- 
ty cycle. The supply is smoothed by C5 
which should be mounted close to IC2. 


©AFTER THE 
SCHMITT TRIGGER 


©AFTER THE MONOSTABLE 
MULTIVIBRATOR 


J IL 




SCHMITT 

TRIGGER 


MONOSTABLE 


) 


MULTIVIBRATOR 



PCB fpll pattern of the ETI RPM Meter. 
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COMPUTER ROOM ■ ■ ORION ELECTRONICS COMPUTER ROOM . ORION ELECTRONICS COMPUTER ROOM 


)RION ELECTRONICS 


COMPUTER ROOM 


ORION ELECTRONICS COMPUTER ROOM 


M Professional Computer for 
the Price of a Personal Comauter 

INCLUDES ALL THESE FEATURES 

• Controller Card — Capable to handle 4DS/DD Drives 
• CP/M (North Star) 

• 64K RAM memory 

• 20x80 character display 80-column 

• B/W graphics 160 Horz. x 72 Vert. 

• 256 Colours 

• Full keyboard with numerical keypad 

• Real time clock 

• Runs on Z80 based CP/M 

• S100 bus with four additional slots 

• Serial & Parallel 0/P 


SEIKOSHA 

100-M CRJUPHie PRINTER 


• Parallel Printer 
• 5x7 Dot Matrix 
• 8 bit ASCII 
• 80-columns 

ONLY 
$385.00 

Interface card for Apple II $ 99.00 

Memotec Interface for Sinclair $ 119.00 

Cable $ 35.00 


EDM926/B&W $159.50 

9” Black & White monitor 
EDM926/P31 $169.50 

9” P31 Green Monitor 
EDM1226/B&W $179.50 

12” Black & White Monitor 
EDM1226/P31 $189.50 

12” P31 Green Monitor 
ECM1 302-1 $395.00 

13” Colour RGB Monitor 
ECM1 302-2 $450.00 

13” Colour RGB Monitor HI Rez. 


1-1302-2 $89.00 

NTSC Interface for ECM1302 for Ap- 
ple II Computers 

MP-1302-APL $199.00 

RGB Card for Apple 11 or Franklin 100 
ZENITH $165.00 

12” Green 

AMDEC $395.00 

Colour 13” 


6S02 BORRDS E ACCESSORIES 


zxai COMOUTER 


Fully Assembled, 100% soft and hardware 
Apple II plus compatible computer . $549.00 
With numeric key pad $625.00 


Above computer with 1 drive, 1 controller, 

and 12” green Electrohome 

Monitor $1150.00 


ABB-2 $55.00 

Has on-board provision 
for 64K RAM 80x24 
Video, Floppy Controller 
and 6 slots. 

2114L-3 Low power 
RAM $2.25 

AMB-1 $298.00 

Mother Board, APPLE II 
Compatible, Assembled 


& Tested c/w Basic 
ROMS, 48K RAM, Made 
in Japan 

ABB-1 $ 45.00 

APPLE 11 Compatible, 
Motherboard (no com- 
ponents) 

6502 Board KH $225.00 
Includes all parts 


PDA-232C $ 99.00 
Serial interface RS232C 
Card for APPLE II c/w 
Cable & Manual, Three 
Operating Modes: I/O, 
Terminal, Remote 
AEB-1 $149.00 

EPROM Burner Card 
AIC-1 $ 99.00 

Integer Card 

AEC-1 $ 99.00 

80 Column Card 
AZC-1 $ 99.00 

Z80A (CPM) Card 
APC-1 $ 99.00 

Parallel Printer Card 
ASC-1 $ 99.00 

Serial Printer Card 
ALC-1 $79.00 

16K RAM (Language) 
Card 

AQC-1 $149.00 

Graphics Parallel Printer 
Card 

AKB-1 $109.95 

Keyboard; replacement 
for APPLE 11 

AC-1 $85.00 


Beige APPLE II Case (No 
keyboard) 

APS-1 $ 99.00 

Switching Power Supply 
for APPLE II; -»-5V @ 5 
amps, -f12V @ 1 amp, 
-5V @ 1 amp, -12V @ 

I amp 

APS-2 $109.00 

Switching Power Supply 
for APPLE II; +5V @ 3 
amps, +12V @ 2 amps, 
-5V @ Va amp, -12V 
@ Va amp; c/w on-off 
switch & connecting 
wires 
AAA-2 

Disc Drive, 5y4”, APPLE 

II Compatible, Excluding 

Controller Card $349.00 
With Controller $398.00 
ADC-1 $75.00 

Disc Drive Controller 
Card for two drives; Ap- 
ple II Compatible 
APPLE 11 is a registered 
trade mark of Apple 
Computer Inc. 


Assemhiea 
$6S.OO 


Printer 

$iio.os\ 


1GK Sinclair Memory 
$S9.00 


COMPLETE 2X81 BASIC COURSE ■ Inc. 2 

t«pM 

NOT ONLY 30 PROGRAMS: 1K 

MACHINE language MADE SIMPLE 

UNDERSTANDING ZX81 ROM 

T/S 1000: PROGRAMS. GAMES and 

GRAPHICS 

LEARNING TIS BASIC 

THE BASIC HANDBOOK 

48 EXPLODING GAMES 

COMPUTER FOR KITS SINCLAIR EDITION 

MASTERING MACHINE CODE ON YOUR ZX81 

T/S 1000 USERS GUIDE (Vol 1) 

EXPLORERS GUIDE TO THE ZXB1 
2X81 POCKET BOOK 
GETAWAY GUIDE 

GETTING AQUAINTEO WITH YOUR 2X81 


18.85 

18J5 

18J5 

ISM 

23M 

28J6 

ISM 


ORION ELECTRONICS 


ORION 

Elechx>nk: Supplies Inc. 

40 Lancaster Street West 
Kitchener, Ontario N2H 4S9 

( 519 ) 576-9902 
COMPUTER ROOM ORION ELECTRONICS 


HardwaPB 

2X81 Am. 

2X Print 

64K RAM (Memotech) 

32KRAM(Memotech) 

ieKRAM(M«motech) 

ISK RAM (Sinclair) 
lOK RAM (Kit no PC board) 

SOOMA 

Power Supply (880 M.A.) 

Power Supply (1 AMP) 

Keyboard (uncased) • 47 Keys, /Usetnbled 
nosoMeringreq. 

Metal Case for above 
2X88 Automatic tape control 
MemopaK Centronics Type Parallel Printer 
Interlace 

MemopakZXtl Keyboard 


Memotext Word ProcOMbig ROM 
* Interlace lor eny eetlal printer 8 4 c 


AMMonal MarOwMEB S Moftwarm 
for thB MlMCLAtR JJWf 
MWMLMBLm OM RBQummr. 


COMPUTER ROOM 


COMPUTER ROOM ORION ELECTRONICS COMPUTER ROOM . .ORir** ELECTRONICS COMPUTER ROOM 






Semiconcliictor 
Tester 


Check out your semiconduc- 
tors with this cunning but sim- 
pie project, it’s briiiiant, even if 
we do say so ourseives (and 
we do). Design by Rory 
Hoimes. Deveiopment by Tony 
Aiston. 


WHEN YOU’VE completed your latest 
design, a brilliant project which not' 
only solves the world energy crisis 
but proves that Einstein made a small 
mathematical error as well, it can be 
very frustrating if you rush to your 
junk box and discover that you can’t 
breadboard the circuit because the 
markings have rubbed off your tran- 
sistors. To help with this problem 
we’ve come up with our latest design, 
a brilliant project which tells you 
which lead is which, whether the tran- 
sistor is OK, what polarity it is and its 
approximate gain. Diodes and LEDs 
may also be tested, and for good 
measure we’ve thrown in an op-amp 
checker. The world energy crisis 
you’ll have to figure out for yourself. 


Construction 

Assembly is straightforward if the 
recommended PCB is used. Make 
sure to orientate IC1 , IC2, D1 and D2 
correctly and use sockets for the ICs 
to avoid damage by soldering them. 
Remember to put the three wire links 
on the PCB! 

Although there are quite a few 
off-board connecting wires, these 
should not be a problem if the circuit 
diagram, overlay and internal photos 
are studied carefully. Only one tran- 
sistor test socket is shown on the cir- 
cuit diagram but several types can be 
wired in parallel (as we did) to accom- 
modate various types of transistors. 
The TO-5 and TO-18 types were epox- 
ied to the front panel, as was the 
eight-pin DIP socket for the op-amp 
tester. Three insulated test terminals 
were also included for testing other 
types of transistors, diodes and 
LEDs. 

TX1 and TX2 are crystal mike in- 
serts. Warning; most inserts have one 


terminal connected to their case and 
as we’ve used a metal front panel for 
this project, TX2 should be insulated 
from this panel. Otherwise, TX1 and 
TX2 will be common linked and as the 
circuit diagram shows that.TXI is 
connected to OV, TX2’s connection to 
IC1, IC2 and C2 will be incorrectly 
taken to OV. We got round the pro- 
blem when we glued a circular fibre 


washer to one insert before fixing it 
to the front panel. 


Testing Times 

Transistors are plugged into the ap- 
propriate socket, and any type may 
be tested; NPN, PNP, small signal or 
power. No selection of NPN or PNP is 
necessary as this is done 
automatically by the tester. When the 
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push-to-test button is pressed, an in- 
termittent tone is produced. The fre- 
quency of the tone is proportionai to 
the gain of the transistor, giving a 
rough guide. The LEDs aiso fiash 
aiternately in time with the pulsing 
tone; the LED that is on at the same 
time as the tone indicates the polarity 
of the transistor. If the transistor has 
no gain or is open circuit there will be 
no tone, although the LEDs will still 
flash, If the transistor has a large 


leakage current or is shorted, there 
will be a ‘two-tone’ sound. If the tran- 
sistor has been inserted the wrong 
way there will be either no tone or a 
very high-pitched tone. 

Diodes and LEDs may be tested 
across the ‘C’ and ‘E’ terminals. If it is 
OK, the LED under test will flash, ac- 
companied by an Intermittent high- 
pitched tone and flashing indicators. 
Ordinary diodes require a series 
resistor (any old value) and should 


then produce an intermittent tone 
and flashing LEDs as before; the 
coincidence of flashing LED and tone 
indicates the anode. 

Op-amps are plugged into the 1C 
socket and no push-switch is re- 
quired; power is only applied when 
the 1C is inserted, and a good 1C pro- 
duces a continuous tone from the se- 
cond insert 



Rg. 1 Circuit diagram of the Component Tester. 




Resistors (all V 4 W, 5%) 


R1 470k 

R2 1M0 

R3 10k 

R4 47k 

R5 22k 


Capacitors 

Cl 1u5 25V tantalum 

C2 lOn disc ceramic 

C3 330n polyester 


Semiconductors 

IC1 401 06B 

IC2 401 IB 

D1,2 1N4148 

LED1 0.2” red LED 

LED2 0.2” green LED 


Miscellaneous 

PB1 momentary push-button 

TX1,2 crystal mike Inserts 

2 9V batteries and clips; transistor 
sockets; iC sockets; case to suit. 



Fig. 2 Principle of the CCO. 
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p-How It works. 


The op-amp tester and transistor tester are 
completely separate circuits; we shall deal 
with the transistor tester first. ICla, a 
Schmitt trigger inverter, forms a low fre- 
quency square wave oscillator with a period 
(determined by R1 and Cl) of about 1 se- 
cond. This square wave is used to switch the 
polarity of the ‘power rails’ (labelled 1 and 
2 in the diagram) of the test transistor and 
its associated oscillator circuitry. 

IClb is used to buffer the square wave, 
and its output (on pin 6) is used to drive 
‘power rail 2*. This switching signal from 
IClb is also fed to the input of IClc, which 
inverts it and drives ‘power rail 1’. Thus for 
half a second in each cycle rail 1 will be 
positive (high) and rail 2 (low); for the other 
half second rail 1 goes negative and rail 2 
positive. Each power rail drives an LED 
(LEDs 1 and 2) via inverter gates ICld and 
lC2d, such that an LED will be illuminated 
if its associated power rail is at 0 V. These 
LEDs will therefore flash alternately when 
the circuit is operating, providing an indica- 
tion of the state of the power rails. 

The oscillator circuit that is connected 
across these power rails is essentially the 
simple current-controlled oscillator shown 
in Fig. 2, but with some adaptations to 
enable it to work with either supply polari- 
ty. The oscillator of Fig. 2 works as 
follows. Assume C is initially discharged, 
so that the input to the Schmitt inverter is 
low; the output is thus high and the diode, 
being reverse biased, is effectively out of 
circuit. Capacitor C will now begin charg- 
ing up from the current source and the in- 
put voltage to the Schmitt will be increas- 


ing. When the input passes the Schmitt 
threshold the inverter output will switch 
low; the diode is now forward biased and 
will rapidly discharge the capacitor. The 
process then repeats, producing a square 
wave output from the inverter with a fre- 
quency that is proportional to C and the 
current from the souce. The bigger the cur- 
rent from the source, the faster C will 
charge and the higher the frequency will be. 

The current source in our actual circuit 
is provided by the transistor under test, R2 
supplies a small base current to the tran- 
sistor, and the current flowing from the 
emitter will be proportional to the gain of 
the transistor. If the transistor is PNP it will 
only supply current to the CCO (current- 
controlled oscillator) when power rail 1 is 
negative with respect to power rail 2. 
Similarly, power rail 1 must be positive for 
the oscillatoi to function if the transistor is 
NPN. Thus the CCO will produce an inter- 
mittent frequency for either transistor 
polarity (assuming the transistor is a good 
one) with a frequency roughly proportional 
to the gain. If the frequency is audible when 
LEDl is on, the transistor is PNP, and if 
LED2 and the tone coincide then it is NPN. 

Going back to the oscillator of Fig. 2, 
we see that if the oscillator is to work when 
the supply connections are reversed, then 
the diode polarity must also be reversed. In 
our circuit this is achieved by using two 
diodes, D1 and D2. When power rail 1 is at 
OV, and NAND gate IC2b will be disabled 
and its output (pin 11) will be high. This 
output is inverted by IC2c, thus reverse 
biasing D2 which is now effectively out of 


circuit. At the same time power rail 2 will be 
high, enabling NAND gate IC2a whose out- 
put (pin 4) will follow the logic level on the 
output of the Schmitt trigger ICle via IClf. 
Thus when ICle goes low during an oscilla- 
tion cycle, the cathode of D1 will also go 
low, forward biasing the diode and 
discharging C2 for the next cycle. 

When the voltage on the two power 
rails is reversed a similar action occurs, but 
with D1 switched out of circuit and D2 pro- 
viding the discharge path. The intermittent 
square wave produced at the output of IClf 
is fed to crystal transducer TX2 which gives 
an audible note. 

If an LED or diode is connect between 
the C and E terminals of the test scoket, it 
appears to be a large-value current source in 
one direction only. Hence the circuit reacts 
as if a high-gain transistor were in circuit, 
and polarity is indicated as before. 

The op-amp under test is configured as 
a simple RC relaxation oscillator. When the 
op-amp is plugged in, assume that its out- 
put (pin 6) is high (positive saturation). 
Then C3 will begin charging up to +9V 
through R3 with a time constant C3.R3. 
When the voltage on C3 reaches one-third 
of the positive supply (this fraction is set by 
R4 and R5), the op-amp output will switch 
low, with R4 and R5 providing positive 
feedback for Schmitt trigger action. C3 will 
then discharge towards — 9V, until the op- 
amp switches back to positive saturation. 
This cycle repeats indefinitely, producing a 
square wave at the op-amp output which is 
fed to transducer TXl. This produces an 
audible note if the op-amp is good. • 



Small Size. Small Price. 


AFFORDABLE HAND-HELD DIGITALS 


DUNCAN INSTRLiMENTS LTD. 


ELECTRICAL MEASURING INSTRUMENT SPECIALISTS 122 MILLWICK DRIVE TORONTO ONTARIO M9L 1Y6 TELEPHONE (416j 742-4448 TELEX 065-27271 


COMMON FEATURES 

AC/DC Volts 200 mV 2, 20, 200, lOOOV (750V AC max.) 
AC/DC Amps 200liA, 2, 20, 200mA 2 Amps 
OHMS 200, 2K, 20K, 200K, 2MEG, 20MEG 
Fused Input Plug-in main chip 12 months warranty 
Price includes carry case, test leads, and battery. 


EXTRA FEATURES 


DUNCAN 36C DUNCAN 3000 


2 knob selector 
0.4" LCD display 
Attractive two-tone 
brown case 


Single knob selector 
10 Amp- AC/DC range 
Diode test 
0.5" LCD display 


SPECIAL 
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universal 

Timer 

Our two-range (1-10 and 10-100 min) timer 
has excellent stability and produces a 30 
second pulsed alarm sound at the end of 
each timing period. The unit is line 
powered, can switch 15 A loads and can 
give either make or break timing operation. 

Designed by Ray Marston. Project 
development by Steve Ramsahadeo. 


MOST analogue (pot controlled) long- 
period timers published in electronics 
magazines use a 555 one-shot 1C and a 
large electrolytic capacitor as their main 
timing elements. Unfortunately, 
conventional electrolytic capacitors 
have very wide tolerances (typically 
—50% to +100%) and suffer from 
relatively large and unpredictable leak- 
age currents. Consequently, these 
simple circuits cannot be relied upon to 
give accurate or repeatable timing 
periods or to give periods significantly 
exceeding 15 minutes or so. 

, Our ETI Universal Timer gets away 
from the conventional design approach, 
with its inherent disadvantages, by using 
an astable clock generator and a divide- 
by-8192 CMOS counter as its main 
timing elements, the astable period 
being controlled by a pot and a highly 
stable polyester capacitor. Conse- 
quently, our timer has excellent 
accuracy and stability and can fully 
span the 1 min to 100 mins timing range 
in twd switch-selected decade ranges. 

Our timer has a few other unusual 
features. It is line powered and has a 
relay-switched power output socket that 
can be used to feed juice to external 
loads (heaters, lamps, etc.); the relay 
can switch currents of up to 15A and a 
mode switch enables the timer to give 
either make or break timing operations 
of the external loads. 

Timing operations are initiated by a 
push-button start switch and a pulsed- 
tone alarm sounds for 30 seconds to 
give an audible warning on the 
completion of each timing cycle. The 
unit has a variety of practical uses in the 
home, workshop, darkroom, etc. 

Construction 

Most of the circuitry (with the exception 
of Tl, the relay, the switches and pot) 
is mounted on a single PCB, the con- 
struction of which should present few 
problems. Note that iC1-3 (CMOS 
types), should be mounted in suitable 



sockets and voltage regulator IC4 needs 
to be fitted with a small heat-sink. 

When construction is complete, fit 
the PCB in a suitable case, together with 
the power transformer and the heavy- 
duty relay (which MUST be fitted in the 
specified socket) and proceed with the 
interwiring. Take special care over the 
interwiring of the relay contacts a'hd 
SW2 and the 120V connections. 
Finally, drill a small hole (roughly 4 
mm) in the tip of the case, bond the 
acoustic transducer below it and con- 
nect it to the rest of the circuitry. 

Testing 

When the unit is complete, give it a 
functional test as follows. First^ plug 
the unit in and check that its neon 
indicator illuminates when SW2 is set to 
TIMED BREAK position and turns off 
when SW2 is set to TIMED MAKE. 
Now set RV1 to its minimum position, 
set SW1 to the '1-10 min' range and 
firmly operate PB1. Check that the 
neon immediately changes state, 
indicating that the relay has turned on 
and the timing period has begun; also 
check that the relay turns off again at 
the end of the timing period (roughly 
pne minute) and that the acoustic alarm 
operates and generates a pulsed-tone 
signal for roughly 30 seconds when the 
timing period is complete. 

Calibration 

Once the unit Is functioning correctly, 
you can proceed with the scale 
calibration. The obvious (and very time 
consuming) way to do this is to check 
the timing periods obtained by varying 
RV1 against a stop watch, by trial and 
error, until suitable RV1 calibration 
points are found. 

Alternatively 

If you have access to a reasonably 


accurate scope, a far easier way to 
calibrate the timing scale is to directly 
measure the period of the I Cl clock 


•Parts U! 

Bt 

Resistors all % W 5% 

R1 

2k2 

R2,10 

39k 

R3,9 

IMO 

R4 

6k8 

R5 

4k7 

R6 

470R 

R7 

27k 

R8 

2M2 

R11 

47k 

Potentiometer 

RV1 

470k Linear 

Capacitors 

Cl ,3,9 

lOOn polycarbonate 

C2 

luO polycarbonate 

C4 

47u 25 V axial electrolytic 

C5 

lOu 63 V electrolytic PCB 

C6 

type 

220n polycarbonate 

C7 

10n polycarbonate 

C8 

lOOOu 25 V axial electro- 

lytic 

Semiconductors , 

IC1 

ICM7555 

IC2 

CD4020B 

IC3 

CD4011B 

IC4 

78M12or 7812 

Q1 

2N5087 

BR1 

50 V, 1 A bridge rectifier 

D1 

1N4148 

D2,3 

1N4001 

Miscellaneous 

SW1 

1 pole rotary switch 

SW2 

DPDT toggle 15 A 

PB1 

momentary push button 

Tx1 

transducer such as 

RLA 

Radio Shack 273-065 

12 V coil resistance > 


100R, 3 pole changeover. 

Tl 

contacts rated at 120 V, 
20 A and 1 1 pin relay base 
25 A rated 

12 V,6 VA 
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universal Timer 




Fig. 2. Circuit diagram of the power supply, incorporating the switched relay output. 



waveform, noting that a period of 7.32 
mS corresponds to a timing period of 
precisely one minute. Thus, 1 min = 
7.32 mS 5 mins = 36.6 mS, 10 mins = 
73.2 mS, etc. 

The upper timing range of SW1 is 
approximately a decade up on the lower 
range, so a single calibration scale can 
serve for both ranges. The tracking 
accuracy of the two ranges depends on 


the relative accuracies of Cl and C2 and 
will typically be within 10% if good 
polyester components are used. If you 
want precise tracking you can achieve it 
by replacing C2 with a 820nF polyester 
capacitor and then padding Its value up 
by trial and error, until precise 
coincidence of the '5 min' and '50 min' 
points is obtained on the two range 
scales. 
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Fig. 3. Component overlay 

Continued on page 26 
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Pulse 

Generator 



A versatile piece of test gear 
that can be used as a single or 
dual pulse generator, a 
delayed-pulse generator, or a 
direct or delayed tone-burst 
generator. 


PULSE GENERATORS HAVE a variety 
of applications in the modern elec- 
tronics workshop/laboratory. In its 
simplest form, a pulse generator can 
be used for testing the performance 
characteristics of a common digital 
circuit or for testing the transient 
responses of AF or RF amplifiers. In a 
more advanced form, as a delayed- 
pulse/toneburst generator, the Instru- 
ment can be used for simulating or 
implementing sophisticated systems 
such as ultrasonic movement detec- 
tors, range-finders, or RADAR 
systems. 

The ETI pulse generator Is the 
most versatile Instrument that you 
could possibly wish for. It has two 
built-in pulse generators (a delay and 
a width generator), which can be ef- 
fectively clocked in parallel or series. 
When parallel clocking Is used, the 
unit simultaneously generates two In- 
dependently controlled pulses from 
each clock pulse. When series clock- 
ing Is used, the unit generates an out- 
put pulse that is delayed from the 
clock pulse by a period set by the 
delay generator. The pulse width and 
delay times are both fully variable 
over the range 100 nS to 150 mS. 

The two pulse generators can be 
clocked from either Internal or exter- 
nal signals. The internal clock 
generator spans the full range of 0.5 
Hz to 500 kHz and can be used direct- 
ly or can be gated by external signals. 
The clock signal is made available ex- 
ternally via an output socket. 

The delay pulse of the unit is 
made externally available via a single 
output socket, while the main width 
pulse is available In direct and in- 
verted form via a pair of sockets. The 
main pulse can also be used to trig- 
ger and gate an Internally generated 
tone burst signal, which is available 
via another socket. The tone burst 
signal Is fully synchronised to both 
the clock signal and the leading edge 
of the main pulse and Is fully variable 


over the 1 Hz to 1 MHz range. 

All outputs of the unit are buf- 
fered and short-circuit proof. The out- 
puts are driven by TTL and are fixed- 
amplitude with typical rise and fall 
times of about 20 nS. The complete 
unit consumes a mean current of 
about 40 mA and can be powered 
from either a 6 V battery pack or from 
a line-derived 5 V regulated supply. 

Construction 

First, wire up the PCB as shown on 
the overlay, noting the use of a large 
number of Veropins for making exter- 
nal connections. Take the usual 
precautions over the polarity of 
semiconductors and electrolytics. 
Note that two connecting links are 
used on the top of the PCB and that, 
on the underside of the board. In- 
sulated wire links are made from pin 1 
of ICS to pins 1-2 of IC5 and from pin 6 
of ICS to pins 9-10 of IC5. 

When construction of the PCB Is 
complete, fit it into a suitable case, 
make the Interconnections to ail swlt- 
ches/pots/sockets, connect the cir- 
cuit to a suitable power supply, and 
test/debug the circuit as follows. 

Testing 

Turn SW2 to the INT CLK position, 
monitor SK2 on channel 1 of a two- 
channel ‘scope and switch SW7 on. If 
the clock generator circuitry Is 
operating correctly, a rectangular 
clock signal should be visible on the 
‘scope and should be variable over 
the 0.5 Hz to 500 kHz range using RV1 
and SW1. If a clock signal is not visi- 
ble, check through the SW2-IC6 and 
IC1 circuitry to find the error. If all is 
well, turn SW2 to the GATED CLK 
position and check that the generator 


Parts U 

St— T 1 

Resistors all V4Vy 5% 

R1 

22k 

R2 

10M 

R3 

IkO 

R4 

R5,7,10, 

4k7 

11,12 

47R 

R6,8 

1k5 

R9 

10k 

Potentiometers 

RV1 

22k logarithmic 

RV2,3 

22k linear 

RV4 

2M2 logarithmic 

Capacitors 

Cl ,8,14,16 

luO polycarbonate 

C2,6,12,17 

lOn polyester 

C3,18 

47p ceramic 

C4,10 

82p ceramic 

C5,11 

InO polycarbonate 

07,13,19,20 

lOOn polyester 

C9,15 

lOu 16 V tantalum 

C21 

lOOOu 10 V axial electro- 
lytic 

Semiconductors 

IC1,4 

CD4046B 

IC2,3 

74121 

ICS 

7408 

IC6 

7414 

Q1 

2N4123 

D1,2 

1N4148 

Miscellaneous 

SVV1,3,5 

1 pole rotary switch 

SW2 

2 pole changeover (4 off 
interlocking pushbutton 
type) 

SVV4 

SPOT miniature toggle 

SW6 

3 position slide switch 

SW7 

SKI, 2, 3, 

SPOT slide switch 

4,5,6 

BNC 50R sockets 

7 knobs, Case 
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SW6 

COMMON 


RV1 


SW1 

COMMON 


SW4 

COMMON 


RV2+RV3 


RV1 


SW5 

COMMON 




SK4 

SK5 


SW2 


LINK UNDERSIDE OF PCB 

PIN 6 OF ICS TO PINS 9 AND 10 OF ICS 

ALSO PIN 1 OF ICS TO PINS 1 & 2 OF ICS 


SW6 


RV4 


COMMON 


PULSE DELAY 
OUT 


RV2 


SK6 


SWS 

COMMON 


+6V 


OV 


Fig. 1 Component overlay. 


Cl 

luO 


CLOCK ^^1^ 

COARSE 



NOTE: 

IC1 & IC4 ARE CD4046B 

IC2 & IC3 ARE 74121 

ICS IS 7408 

IC6 IS 7414 

Q1, IS 2N4123 

D1 & 02 ARE1N4148 


PULSE-DELAY 


RANGES 


1 « lOOnS -1.5uS 


2 « luS -15uS 


3 > lOuS -ISOuS 


'4 » lOOuS -1.5mS 


5 “ ImS — ISmS 


6 > lOmS -ISOmS 


SKI 



GATE/ R4 
EXT CLK 4k7 
INPUT 


,x\ delay 

SK3 (O) pulse 
OUT 


S'«(A)8b"T 


Fig. 2 Circuit diagram. Pulse delay, pulse width and clock generator ranges are shown In the tables. 



■HOW It works 

The circuit comprises a clock 
generator (ICl), two pulse generators 
or monostables (IC2 and IC3), one 
gated tone generator (IC4) and a few 
gates and inverters. The most fun- 
damental elements of the project are 
the two pulse generators, which are 
designed around 74121 TTL 
monostable ICs. In our particular ap- 
plication, these monos are triggered by 
the positive transition of a clock signal 
applied to pin 5 and then generate an 
output pulse with a duration determin- 
ed by the R-C timing components con- 
nected to pins 10 and 11. 

Note that these monostables 
generate a positive output pulse at pin 
6 and an inverted or negative pulse at 
pin 1. Thus, if IC3 is triggered by pin 6 
of IC2, both monos will effectively trig- 
ger at the same time (effective parallel 
clocking) and the IC3 pulse will not be 
delayed relative to the main clock 
signd. If IC3 is triggered by pin 1 of 
IC2, on the other hand, the IC3 pulse 
will be delayed relative to the main 
clock signal. In practice, both the 
delay and the main pulse widths are 
fully variable over the range 100 nS to 
150 nS by independent controls. 

The pulse generators can be 
clocked by an internal clock generator 


(ICl) or by external clock signals. The 
internal clock generator is designed 
around the VCO section of a 4046B 
phase-locked loop and can span the 
range 0.5 Hz to 500 kHz in three switch- 
selected overlapping bands. Each 
band spans a range of roughly 200:1 
controlled by RVl. The output of this 
generator is buffered by IC6a (a TTL 
Schmitt inverter) and can be used to 
clock the pulse generators either 
directly or by AND gate IC5a. In the lat- 
ter case, the gate signal must be gated 
on by an external signal applied to 
socket SKI. 

External gate or clock signals can 
be applied to SKI. These signals are 
amplified and inverted by Q1 and re- 
inverted and cleaned up by IC6b. The 
resulting signals can be used either to 
gate the internally-generated clock 
signals via IC5a or to directly clock the 
pulse generators via SW2. In the latter 
case, the pulses are generated in 
phase with the external clock signals 
when SW2 is in the EXT CLK -I- posi- 
tion, or in antiphase in the EXT CLK 
- position. The final clock signals to 
IC2 are double-inverted by IC6d-IC6e 
and made externally available at SK2. 

The pulse output of the IC2 delay 
circuit is buffered and made externally 


available at SK3 by IC6f. Simul- 
taneously, the direct and inverted 
main-pulse outputs of IC3 are made 
available at sockets SK5 and SK6 
respectively by buffer stages IC5c and 
IC5d. A tone burst signal is also 
available at SK4 and is generated as 
follows. 

IC4 is a wide-range square-wave 
geneiator designed around the VCO 
section of a 4046B CMOS IC. This 
generator can span the range 1 Hz to 
IMHz in three switch-selected overlap- 
ping ranges, with each range spanning 
a 200:1 band controlled by RV4. The 
output of this oscillator is fed to one in- 
put of AND gate IC5b and the positive 
pulse output of IC3 is fed to the other 
input of the AND gate. IC4 is enabled 
only when pin 5 is pulled low. In our 
circuit, pin 5 is coupled directly to the 
inverted pulse output of IC3. conse- 
quenctly, the IC4 signals and have a 
burst duration equal to the pulse width 
of IC3. 

The complete pulse generator pro- 
ject consumes a mean current of about 
40 mA and can be powered from a 6 V 
battery pack or from an external 5 V 
regulated supply. 



50 Top Projects — 25 





Pulse Generator 


can be gated on and off by SK1 
signals. Finally, check that external 
clock signals (from SK1) are available 
at SK2 when SW2 Is turned to the EXT 
CLK + or - positions. 

Now, with SK2 still connected to 
channel 1 of the ‘scope and with SW2 
in the INT CLK position, monitor SK3 
on channel 2 of the ‘scope. With the 
‘scope synchronised to channel 1, 
check that a delay pulse Is syn- 
chronously generated at SK3 and Is 
fully variable by RV2 and SW3. 

Next, monitor SK5 output on 
channel 2 of the ‘scope, turn SW4 to 
the DELAY OFF position and check 
that a width pulse Is synchronously 
generated at SK5 and Is fully variable 
by RV3 and SW5. If all is well, turn 


SW4 to the DELAY ON position and 
check that the width pulse can be 
delayed relative to the clock using the 
RV2-SW3 delay controls. Check that 
an inverted version of the output 
pulse is available at SK6. 

Finally, check that a tone burst 
pulse-controlled signal Is available at 
SK4 and that the tone frequency is 
fully variable by the RV4-SW6 tone 
controls. 

When making the above func- 
tional tests, note that the pulse 
period (or the sum of the pulse 
periods in the delay mode) must 
always be less than the period of the 
clock signal and that the period of the 
tone signal must be less than that of 
the width pulse. 


CLOCK - 


DELAY 

PULSE 



Fig. 3 Pulse timing diagram. 



The PCB for the Pulse Generator. 




universal Timer 

Continued from page 22 

|.How It works 

The circuit comprises four main blocks, 
these being an astable clock generator 
(ICl), a multi-stage binary divider (IC2), 
a relay driver (Ql) and a gated alarm -call 
generator (ICS), all powered from a 12 V 
regulated line provided by IC4. 

The clock generator is designed around 
ICl, a CMOS version of the 555 timer. 
The chip is wired in the astable mode and 
generates clock signals with periods 
variable over the 7.3 mS to 732 mS range 
via RVl and SWl. The output of ICl is 
used to clock the multi-stage CMOS binary 
counter designed around IC2, which is 
effectively wired in the ‘divide-by-8192’ 
mode; the output (pin 3) of this counter is 
normally low but goes high on the arrival 
of the 8192nd clock pulse. 

The output of IC2 is used to drive 
relay RLA on via Ql and to gate on the 
alarm-call generator (ICS) via the D1-R6- 
C5-R8-R7 network. This generator com- 
prises a fast astable (IC3c-IC3d) and a slow 


astable (IC3a-IC3b). The slow astable is 
gated on by a momentary high output 
from IC2 and then gates the fast astable 
on and off at a rate of about 2 Hz. 

The alarm-caU generator part of the 
circuit is permanently connected to the 
12 V supply lines, but the IC1-IC2-Q1 
parts of the circuit are only connected to 
the supply rails when PBl or relay 
contacts RLA/ 1 are closed. The complete 
circuit functions as follows. 

Timing operations are initiated by 
momentarily closing PBl, thereby 
connecting the supply to the IC1-IC2-Q1 
circuitry. As PBl is closed, a reset pulse is 
fed to pin 1 1 of IC2 via C3 and causes the 
counter’s registers to set to zero, driving 
the output of IC2 low. As IC2’s output 
goes low it drives Ql and the relay on via 
R4-R5, thereby causing contacts RLA/1 
to close and maintain the supply to the 
circuitry once PBl is released. 

As soon as PBl is closed, ICl starts to 


oscillate and generate clock pulses, which 
are then counted by IC2. On the arrival of 
the 8192nd clock pulse the output of IC2 
switches high, turning Ql and the relay off 
and causing contacts RLA/1 to open and 
break the supply connections to IC1-IC2- 
Ql. The timing setjuence is then 
complete. 

C4 imposes a slight turn-off delay on 
Ql, so that the output of IC2 remains high 
for 100 mS or so before the relay turns 
off. This brief high period is sufficient for 
the IC2 output to fully charge C5 via D1 
and R6, thereby activating the IC3 darm- 
call generator, which produces an audible 
pulsed-tone signal in the PB-2720 
transducer. Once the relay has turned off, 
the charge on C5 slowly leaks away via R8 
until, after about 30 seconds insufficient 
charge remains to gate IC 3 a on, at which 
point the alarm-caU generator turns off. 
The entire operating sequence is then com- 
plete. 
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Counter 

Stand up and be counted: a universal counter 
based on Intersil’s ICM7226, by Bill Miller and 
Jan Vincent. 

A QUIET REVOLUTION has been tak- 



Ing place for the past few years. Until 
now the lowly digital counter has re- 
quired row upon row of TTL packages 
and plenty of power to keep the lights 
flashing. Then Intersil stepped into 
the arena with a new high density 1C, 
the ICM7226. All those decade 
registers, crystal oscillators, timing 
logic and display drivers have been 
integrated into one small package 
that can drive eight LED displays, 
count at a rate of 10MHz, provide 
period and time measurements, and 
test itself. That means lower cost and 
easier construction for a high-quality 
counter. And, since the chip is CMOS, 
power drain is minimised, the chip 
runs cooler, and there is less heat to 
affect accuracy. 

Now if that was not enough, we 
wanted more. So we added more. This 
construction project gives you a com- 
plete universal counter with ail the 
features found on a professional fre- 
quency counter plus a few added 
bonuses, like extended range (to 
120MHz in all modes). Input at- 
tenuators, trigger level adjustments 
on the panel, slope selectors, easy to 
use controls and a priming circuit to 
allow you to measure time of just 
about any one-shot event you could 
dream up. 

The counter is unique In that It Is 
small enough to fit Into a standard In- 
strument enclosure, complete with 
power supply and all the front-end cir- 
cuitry, right next to your signal 
generator or radio transmitter. And its 
construction, with separate display 
and electronics board, makes the 
whole unit go together smoothly. You 
can probably find many other uses for 
this counter, and there are plenty of 
applications which would benefit 
from a simple-to-use counter. 

Besides the IC construction and 
the small size, our counter has these 
other features. You can measure 
down to DC with two separate DC- 
coupled inputs with industry stan- 
dard 1 -megohm input impedance. 
There’s an external adjustable 
trigger-level control for each channel 
to adjust input sensitivity on either 


HOW It works 

The counter is constructed around Intersil’s 
universal counter chip, the ICM7226B, 
which contains most of the circuitry 
necessary to produce a timer/counter. It 
combines a high frequency oscillator, a 
decade timebase counter, an 8 decade 
counter and latches, a 7 segment decoder, 
digit multiplexer and 8 segment and 8 digit 
driver for directly driving a common 
cathode LED display. The project can be 
divided into four sections for this discus- 
sion; the VHP front end, the LF front end, 
the 7226, and the power supplies. 

VHP front end 

The basic element of the VHP front end is 
the prescaler IC from National Semicon- 
ductor (DS8629N). This unit provides the 
necessary preamplification of the incom- 
ing signals to bring them up to the levels re- 
quired to drive the digital logic. In addition, 
it prescales the input frequency by dividing 
it by a factor of 100. This block has a low 
input impedance needed by high frequency 
inputs and is protected from overloads by a 
resistor-capacitor-diode network. The out- 
put from this chip is a TTL compatible 
signal in the rang eof 100k Hz to approx- 
imately 1.2MHz, and is applied through 
Sw7 to the input of the 7226 counter chip. 

Low Frequency front end 

The low frequency front end is comprised 
of an input attenuator, a J-FET 
preamplifier, resistor-diode input protec- 
tion circuit, and a level adjustment circuit. 
The input attenuator allows the user to 
select the required sensitivity to prevent 
false triggering of the counter due to noise 
or spurious pulses applied to the input. 
Once the proper input signal level has been 
selected, the signal is applied to the J-FET 
preamp, which provides wideband 
amplification from DC to approximately 
lOMHz. The input sensitivity is typically 
50mV at lOMHz. 

ICl is an op amp which inverts the 
incoming signal and performs two 
functions. It adjusts the trigger level by 
adding a DC component to the signal 
and it acts as a Schmitt trigger to 
square up the signal before it is ap- 
plied to the logic circuitry. Part of the 
trigger circuit allows you to apply an in- 
verted or non-inverted signal to the 
7226, giving you the capability of trig- 


’ gering on the positive or negative go- 
ing edge of the waveform. This selec- 
tion enables the measurement of time 
for periodic pulses and one shot 
events. The final output of the low fre- 
quency front end is a TTL compatible 
signal in the range from DC to approx- 
imately lOMHz, and is applied directly 
to the input of the 7226 counter chip. 
Note, there are two low frequency front 
end circuits used in this project, one 
for each input to the counter chip. The 
two channels are used in combination 
to measure time intervals of repetitive 
pulses or events, and in measuring the 
frequency ratio of two incoming fre- 
quencies. A complete discussion of 
the operation of these types of 
measurements is found in the descrip- 
tion of the operating functions. 


ICM7226 counter chip 

As stated previously, the basic block of the 
counter is the Intersil ICM7226B decade 
counter chip. This counter can function as a 
frequency counter, period counter, fre- 
quency ratio (fa/fb) counter, time interval 
counter or as an event totaliser. The 
counter uses a lOMHz crystal timebase, and 
has an on-chip oscillator circuit. For period 
and time interval measurements, the 
lOMHz timebase is used to provide 0. 1 uS 
resolution. In the frequency mode, gating 
times are user selectable from 0.01 sec, 0.1 
sec, 1 sec or 10 sec ranges. A complete 
discussion of the various functions can be 
found in the list of operating functions and 
on the Intersil datasheet. 


Power supplies 

The final section is comprised of four low 
current power supplies. The basic require- 
ment is to supply well regulated power to 
the logic chips and the front end circuits. 
The four supplies are very simple and make 
extensive use of monolithic regulating ICs. 
The four supplies required are -h 10.5 
Volts, +5.1 Volts, -10.0 Volts and -5.0 
Volts. The printed circuit boards have 
been designed with the on-board sup- 
plies, including the power transformer. 
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Resistors V 4 W, 5% 

R1,101 

910K 

R2,102 

R3,17, 

18,19,20, 

91 K 

29,31,103 

R4,6,10, 

23,104, 

10K 

106,110 

100R 

R5,105 

1M 

R7, 12,15,16, 


107,112 

IK 

R8,108 

1K5 

R9,109 

200R 

R11,111 

51 K 

R13,113 

22K 

R14,114 

20K 

R21 

100K 

R22 

22M 

R24,30 

470R 

R25 

See Text 

R26 

820R 

R27 

47R, 2 Watt 

R28 

47K 

R32 

390K 

R33 

1M2 

R38 

47R 

Switches 

SW1,101 

DP3T mini slide 

SW2,102 

SPST mini toggle 

SW3 

SP6T rotary 

SW4 

DP4T rotary 

SW5 

spst N/0 mom. 

SW6 

SPST mini toggle 

SW7 

TPDT mini toggle 

SW8 

SPST toggle 

SW9 

SPST N/0 mom. 


Capacitors 

01,101 

15pF ceramic 300V 

02,102 

270pF ceramic 300V 

03,103 

4,104 

lOnF mini 

05,6 

lOOnF mini 

07 

22uF 16V tantalum 

08 

lOnF mini 

09 

47pF ceramic 5% 

010 

33pF ceramic 5% 

Oil 

5.5 - 65pF trimmer 

012-16 

Phillips 010GA/60E 
lOnF ceramic 

017 

lOOnF ceramic 

018 

2200uF 25V radial elec- 

019 

trolytic 

lOOOuF 25V radial elec- 

020 

trolytic 

22uF 16V tantalum 

021,22 

lOOnF mini 

023 

6u8 16V tantalum 

024,28 

4u7 16V tantalum 

025 

lOOnF mini 

026,27 

lOnF ceramic 


Potentiometers 

RV1,RV101 2k2 horiz trimmer 

RV2,RV102 5k linear 


Misc. 

Transformer 

Case Approx 7x9x3 inch 

printed circuit board, knobs, ribbon 
cable, coax mini cable RG174/II fuse 
holder, power cord. 


Semiconductors 

D1,D101 

D2,D202 

D3,D4,D5 

D6,D7 

1N4148 or similar 

D8,D9 

1N4001 

Q1,Q101 

J308 FET 

Q2,Q102 

2N3646 

Q3 

2N4401 

Q4 

2N6027 

101,10101 

TL810ON 

103 

M01458 

104 

IOL7226BIPL 

105 

DS8629N 

106 

LM340T-5 (do not use 
7805) 

107 

78L05 

108,109 

79L05 

102 

74LS86 

1010 

7404 

display 

2 X NSB5881 

LED 

mini red LED 

Orystal 

10MHz 22pF 35R 


Hammond 161 F20 20V 220 mA 


Ing collared (insulated feedthrough) 
wirewrap pins soldered to both the 
display and the display board. Be 
sure to add the seven jumpers to the 
display board before the completed 
unit Is mounted on the front panel. 

Mount all the switches and con- 
trols on the front and back panels. 
Begin wiring up the Interconnections 
by using the component overlay as a 
guide. The easiest method is to use a 
length of ribbon cable for all the inter- 
connections. The signal cable must 
be a high quality shielded cable from 
the Input jacks to the printed circuit 
board. Be sure to bring the cases of 
SW1 and SW101 and both trigger 
level pots to the ground (0 volts), or 
better yet bring the whole front and 
back panel to ground level. This 
prevents hum pick up or spurious 
coupling between the controls and 
the Inputs. 

A few very important precautions 
are necessary. Keep all signal carry- 
ing cables away from the 7226 and 
the display. The 500Hz multiplex fre- 
quency Is easily Induced Into the 
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front end circuit. Check and double 
check the polarity of the 7226 before 
applying power; this is a very expen- 
sive IC to destroy by applying reverse 
power. 

Using coloured ribbon cable, 
connect the rotary switches to the 
PCB (see rotary switch detail draw- 
ing). Finally, secure the crystal to the 
board using a drop of silicon sealant. 

Calibration 

Calibrating the counter is a snap if 
you have a frequency standard 
available. Ideally, that standard 
should be better than ±0.0005% ac- 
curate at room temperature to get the 
maximum accuracy. Using a 10MHz 
source, connect the frequency stan- 
dard and turn on the counter. For best 
results you should calibrate at room 
temperature and allow at least five 
minutes for the counter to stabilise 
before starting. You should get a 
reading very close to 10MHz, then ad- 
just trimmer capacitor C11 until the 
reading is exactly 10MHz. Disconnect 
the standard and you are ready to go. 


If a standard is not available, use 
a source of known frequency, and ad- 
just C1 1 for the closest reading possi- 
ble. Always allow the equipment to 
warmup before taking any measure- 
ments to get the best accuracy. See 
the schematic for details on ad- 
justing trim pots RV1, RV101. 

Now that the counter is com- 
pleted you will want to begin using 
your new test instrument. Be sure to 
connect your signal to the correct In- 
puts, adjust the input attenuator for 
the correct signal levels; x1 for 
signals to 1V RMS; x10 for signals to 
2V RMS; and xlOO for signals over 2V 
RMS. These levels overlap. 

Using the counter is straightfor- 
ward and needs little explanation. 
Remember that the decimal point 
denotes kilohertz for the low frequen- 
cy inputs and megahertz for the VHF 
input. All times are In microseconds. 
If the prescaler oscillates, connect a 
100k resistor from pin 6 to OV on the 
bottom of the PCB. This reduces sen- 
sitivity and will get rid of any oscilla- 
tions. 


The counter has a wide range of 
functions to match the wide 
operating frequency range. The six 
basic functions that can be selected 
are: 

Frequency measurement — Using 
the prescaler circuit, frequencies to 
more than 120MHz can be accurately 
measured, with little or no loading of 
the external circuit. By selecting the 
gating time, the accuracy of the 
reading is dependant only on the 
calibration of timeb^se oscillator of 
the 7226 counter. Signals of less than 
10MHz are applied to the channel A 
input, which has an impedance of 1 M. 

Period measurements — The counter 
can handle Input signals to approx- 
imately 2MHz In the period measure- 
ment mode. The 7226 provides an ac- 
curate timebase which is counted 
and gated by the incoming signal, the 
result being displayed and scaled In 
microseconds. The operation of the 
period measurements Is such that the 
displayed value is an average 
reading, averaged over several 
measurement cycles. For period and 
time interval measurements, the 
10MHz timebase gives a 0.1 micro- 
second resolution, that can be read 
down to the nanosecond range. 

time Interval — The time Interval 
function allows you to measure the 
time between two events, such as the 
time between two pulses. This func- 
tion requires either a repetitive signal 
applied to input A and B, or for the 
two inputs to be prepared before the 
signals are applied. This Is the func- 
tion of the priming circuit; it prepares 
the counter inputs for a single event 
on the two Inputs. As input A goes 
negative the internal counter begins 
counting time in 0.1 microsecond 
units. When Input B drops, the 
counter stops and displays the time 
Interval between the two transitions. 
To Initiate the counter Into the primed 
one-shot mode, take the following 
steps. Set trigger level controls to 
11:00 o’clock and scope switches to 
the open or non-inverting position. 
The function switch must be in the 
(time) mode and the range switch In 
the .01 - 1 range. Depress the prime 
switch and hold in momentarily. If the 
gate light does not go out then press 
reset and try the prime switch again. 
The gate light turning off indicates 
the unit Is primed and the next transi- 
tion at input A will start the count and 
A pause at input B will finish It, 
displaying the result In uSec. This 
function will display one-shot events 
from fractions of a uSec, to 10 Sec. 

Unit counter — • The counter can be 


used as a high speed unit or event 
counter. It can actually count at a 
rate of 120 million events per second, 
and display more than 90 million on 
the display. The operation Is very 
straight-forward. By applying a signal 
to Input A, which drops from a 
positive voltage level to a ground or 
negative voltage level, the counter 
will Increment once for each positive 
to negative transition. The counter is 
returned to zero by depressing the 
RESET button, or the display may be 
held at any value by using the HOLD 
switch. The hold switch does not 
reset the counter; It simply prevents 
further Input pulses from Incremen- 
ting the count. Normal operation is 
continued upon returning the hold 


switch to the normal position. 

Frequency Ratio — The frequency 
ratio function allows you to display 
the relative ratio between two fre- 
quencies. In connecting two signals 
to input A and B, the higher frequency 
signal should be connected to Input 
A. The resulting display Is an average 
measurement of the ratio between 
the two inputs. For obvious reasons 
this ratio must always be equal to or 
greater than 1. The maximum fre- 
quency for this mode of operation is 
approximately 10MHz at Input A and 
2MHz at input B. 

Oscillator — The counter can be used 
to monitor the internal timebase by 
selecting the OSCILLATOR function. 
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Fig. 1. Parts placement. 
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Fig. 2. The PSU. 

positive or negative-going signals, 
plus, there’s an Input attenuator to 
help protect the input from over- 
voltage conditions and to prevent 
damage In the event of overload. At 
about the 10MHz level, there is a se- 
cond input circuit that takes over to 
extend the range of the 7226 to more 
than 120MHz. With this input you can 
measure signals from 150kHz to over 
120MHz, with a sensitivity of about 
50mV. This counter could work with a 
short whip antenna set up near your 
radio transmitter. 

The display has some pretty 
special features as well. There is a 
LED eight-digit, half-inch display for 
easy reading, and leading-zero blank- 
ing of unused digits. A very important 
bonus is a switch selectable time- 
base. Most counters supply only a 
1-second time-base, too short for 
many applications and too long for 
high frequency use. Our counter has 
a complete timebase with a 
10-second gate time for audio work 
as well as selectable settings of 1 se- 
cond, 0.1 second and 0.01 second for 
the best speed in measurement at full 
accuracy. 

Construction of the counter is 
easy and straight forward, but, as 
with any project proper care must be 
taken In the work. Handling the IC’s 
requires care to prevent static 
discharge from tools or fingers; 
check and double check the polarity 
of ail the IC’s, diodes and transistors 
before applying the power. Aside 
from these basic precautions, there 
are no special skills required. There 
are seven IC’s that make up the bulk 
of the circuitry, plus a few other com- 
ponents. The careful board layout 
keeps the high frequency signals 
away from the digital display and 
minimizes the number of jumpers. 

The circuit 

As mentioned earlier, the counter Is 
based on a single 1C that contains the 
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essential electronics for a complete 
universal counter. The schematic 
diagram shows the complete counter 
with three inputs — one for extended 
operation to 120MHz, and two inputs 
for basic operation from DC to about 
10MHz. The reason for the separate 
frequency ranges is that It is difficult 
and expensive to design a wide-band 
Input circuit to handle this extreme 
range of Input conditions. With two 
types of Inputs, we can tailor each for 
maximum performance, and keep the 
cost low. If you wish to measure RF 
signals above 10MHz, you connect 
your signal to the input at the back of 
the enclosure. The signal Is first ap- 
plied to a combination preamplifier 
and ECL/TTL prescaler chip, where it 
is amplified and divided In frequency 
by a factor of 100. The result Is then 
routed to SW7, which selects the 
120MHz range or the 10MHz range. In 
our version, we mounted SI on the 
rear apron of the enclosure beside 
the high frequency Input. 

Cn the other hand, If you want to 
apply a signal that falls in the range 
of DC to 10MHz, you would use the 
front panel connections. Notice that 
the Input marked Channel A is the 
primary input used for all frequency, 
unit counting and period measure- 
ments. Channel B is used only In con- 


junction with Channel A for measure- 
ments of time Intervals. More on how 
to use it later. From the Input, the 
signal Is amplified and converted to 
TTL levels, adjusted for trigger level 
sensitivity and slope, and applied to 
the counter chip. This chip contains 
the complete universal counter cir- 
cuit Including a crystal oscillator, 
time-base divider, control logic, eight 
decade counters, eight latches and 
display multiplexing circuits. 

Construction 

For best results, you should use PC 
boards to speed construction. The 
first matter of business In construc- 
ting the unit is to build up the power 
supply. The printed circuit board has 
been designed to accommodate the 
power transformer and ail the power 
supply components. Use a fine tip 
soldering iron and the smallest gauge 
solder you have. All the components 
for the power supply except R25 can 
be installed. Be sure to polarise all 
the diodes, capacitors and the 
regulators correctly. Now, temporari- 
ly connect a Ik pot and a 220 ohm 
resistor in series, and place this com- 
bination Into the circuit Instead of 
R25. Apply power and check the 
voltages. Using the temporary Ik pot, 
adjust for 10.5 volt (point “h” on the 
PCB). Replace the pot-resistor com- 
bination with the nearest value fixed 
resistor for R25. 

Thanks to that one big 1C, the 
rest of the counter Is easy to assem- 
ble. Mount all other components on 
the board, being careful to avoid 
solder bridges and to double check 
polarities. Use 1C sockets for the 
large IC’s. Once the main board is 
assembled, clean the bottom of the 
board with flux remover. 

Prepare the front and back panel. 
In our version, all the controls except 
the high frequency input and control 
switch are mounted on the front 
panel. 

Assemble the display board us- 




Fig. 4. The circuit diagram. 
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Interior view of Universal Counter. 


There is a very strong 500Hz multiplex signal 
on the function switch lines, so dress them 






February 1977 

Features: CN Tower, Biorythrr) Calculator, VCT, 555 Timer 
Applications, Yamaha B1 Review, Scope Test Your Car. 
Projects: 5W Stereo Amp, Philips Speaker System, Reaction 
Tester, Patch Detector, Heads or Tail, SCR Tester. 

December 1978 

Features: Designing Oscillators, Ham Spectrum Chart, Prin- 
ciples of Video, Getting into Video. 

Projects: Digital Anemometer, Tape Noise Eliminator, 
EPROM Programmer. 

February 1979 

Features: Quarks, Op-Amps, Binary to Decimal and Back. 
Projects: SW Radio, Phasemeter, Light Chaser. 

April 1979 

Features: Designing Audio Amps, Solar Power, RF Chokes, 
What Quad terms mean. 

' Projects: Differential Temperature Controller, Audio Com- 
pressor, Wheel of Fortune Game. 

May 1979 

Features: Space Shuttle Communications, Transducers in 
Measurement & Control, Research in Canada. 

Projects: Light Show Controller, AM Tuner, VHF Ant< 
(pt.1) PCB Drill. 


May 1980 

Features: Delay Lines, Standing Waves, I 
Artifical Intelligence. 

Projects: Click Eliminator, Soil Moisture Indie 
Monitor, 16K RAM Card. 


December 1981 

Features: Bandpass Circuits, Tubes, Early Radio in Canada, 
Speaker Design (pt. 1). 

Projects: Universal Counter, Musical Doorbell, 4-Input Mixer. 

January 1982 

Features: Speaker Design (pt.2). Big Bang Theory, Acorn 
ATOM Review, SLR Cameras, Micropower Circuits. 
Projects: 4-Way Loudspeaker, Movement Alarm, 
Temperature Controlled Iron. 


February 1982 



Features: 50 Circuits, ATOM Review, Electronic Signs 
dustrial Robots, Amplifier Class, dBx, SW AerialSi 
Projects: Flash Sequencer, Enlarger Tirr^^^0uni|.|te^n4ii^.;; 

March 1982 

Features: Printers, Ni-C^i^,, li^tfect Sound, 

Gluons, CMOS Circuits 

Projects: Music Processor/^y^taj:-;i^fker, Ni-Cad Charger, 
Reaction Tester. 


IS^teilite Applications, 4066B Circuits, TRS-80 
Fessenden, Electric Pencil. 

Ten Simple Projects Special. 


I^uel Level 



June 1980 

Features: Electronic Warfare, PLL Synthesis, CA3130 Circuits, 
Canadian Sound Archives, Magnetic Power Control, CLIP. 
Projects: Function Generator, Dynamic Noise Filter, 
Overspeed Alarm. 

November 1980 

Features: Designer Circuits Special, Cassette Decks and 
Tapes, Attenuators, Project Daedalus, Thermistors. 

Projects: Guitar Practice Amplifier, 6 W Siren, Infra-Red 
Remote Control. 

December 1980 

Features: Transducers in Audio, Floppy Disks, 10 Simple 
Transistor Circuits, Electric Cars, SI Units. 

Projects: Digital Test Meter, RIAA Preamp, SpiiN^I Game. 

laraury 1981 * • ' “ 

Features: Studio Techniques, Pre^i^BR:^atteriesi 
feet. Alarm Circuits. 

Projects: Electronic Digital #Tequenc'^^ 

EPROM Eraser, 

Februrar^ 

Fi^^^.isk"' ® 

Proj<^o||yitrasonic Bqr|^4iriAlai^.„Fua^-?Ha|t8fh "Unit, Pro- 
cess 

^bi^i|||^^^^Woscope, VFET Applications, 
torum Synthesiser, Shark Game. 

June 1981 

Features: Project Galileo, Story Behind Stereo, Solder, Com- 
puterese. 

Projects: 1 573A VCA, High Speed Cassette Interface, Double 
Dice, Bicycle Speedometer. 

July 1981 

Features: LM3914 Circuits, How to Solder, Faraday, Auto 
Sound Survey, Project Fault-Finding. 

Projects: Universal Timer, Bargraph Car Voltmeter, 
Engineer's Stethoscope, Computer Motherboard. 

August 1981 

Features: Recording Tape and Tape Recording, Anatomy of a 
Micro, Holograms, Wein Bridge Oscillators, 55 Circuits. 
Projects: Infra-Red Alarm, Bench PSU, Wired Sound. 

September 1981 

Features: Thick Film Circuits, A look at CP/M, Gm Revisited, 
Hum Loops, Ex-OR Gates. 

Projects: LED Vu Meter, Russian Roulette, LED Tacho, 
Emergency Light Unit. 


October 1981 

Features: Scope Survey, Graphic Equalizer Design, I/O 
Devices, Dolby C, Black Hole Theory. 

Projects: Tape Optimizer, Antenna Extender, Win Indicator, 
Pulse Generator. 


November 1981 

Features: Canada in Space, Digital Design Handbook, Max- 
well, POKEing the ZX80, VIC-20 Review, PWM Explained. 
Projects: Allen Attack, Headlight Delay, Drum Machine, 
Computer joysticks. 


fy 1982 

Features: Shroud of Turin, Faster than Light Travel, CMOS 
Circuits, Modems, Drone Speaker, 6809 Computer Review, 
Optical Disk Recorders. 

Projects: AF Signal Generator, Super Dice, LED Level Meter. 

June 1982 

Features: Fibre Optics, Lasers in Hi-Fi, Leptrons, Xerox Com- 
puter Review, Hertz, 50 More Circuits. 

Projects: Phono Preamp, Roulette Game, Light Wand, Stylus 
Organ. 



D 

vqtt 

2 


ro 

i 

w 


MOOERN 

TURNTABLE 

TECHNOLOGY 


'■W\ 


Also: 

introduction to iaserswAuto-probe 
Test Meter Circuits«Eddy Currents 
Stereo image Co-ordinatcM’ 


July 1982 

Features: The Electronic Office, Heath/Zenith Computer 
Review, The 'Scope, The Hall Effect, Marconi. 

Projects: Negative Ion Generator, Sticks Drum Box, Heads 
and Tails, Voltage Controlled Audio, Scc4^|h Filter. 



August 1982 
Features: Thirty Yearj 
Review, Light Mei 
High Perfori 
Projectsj,^! 

Tester 


borne Computer 
ig7 BBS, Hex Notation, 


■' Synthesiser 1, Semiconductor 


September 1982 

Features: Telidon, Aspects of the 'Scope, UPC Codes, TRS-80 
Model III Review, Crossover Networks, Ace 100 Computer 
Review, Stephenson, Into Digital (part 1). 

Projects: Synthesiser II, 150 Watt Amp, Bodywork Checker. 


October 1982 

Features: Electronics in Cars, if 800 Computer Review, Parti- 
cle Beam Fusion, DAC-ADC Circuits, History of Early Radio, 
Supercooled Magnetic Sensors, Panasonic Link Computer 
Review, XR2206, Into Digital (part 2). 

Projects: Intelligent Terminal, Pest Control, Nicad Charger. 


December 1982 

Features: Radio Astronomy (part 1), Junction FETS, Satellite 
TV, 6500 CPUs, Apple Pirates, IBM PC Computer Review, 
Multiflex Computer Review, Henry, Into Digital (part 4). 
Projects: Contrast Meter, Series 5000 Preamp (part 1), Hand , 
Clap Synthesiser. 

January 1983 

^^iiiures: Electronics in the Newsroom, Constant Current 
Generators, 14 Computer Evaluations, Atari 800 Computer 
Radio Astronomy (part 2), Smith-Corona TP-1 Printer 
Tlevlew, ZX 81 Revisited, Josephson junctions. Into Digital 
-^(piart 5) 

‘^Projects: Sound to Light Modulator, Digital Mill i voltmeter. 
Series 5000 Preamp (part 2). 

February 1983 

Features: Electronics in Farming, Column Loudspeaker 
Design, CP/M for the Apple II, ZX Interfaces, Hero Robot, 
Torch Computer Review, High Definition TV, Membrane 
Switches, VMOS, Into Digital (part 6). 

Projects: Styrofoam Cutter, Audio Spectrq, 

500 Preamp (Conclusion). 

March 1983 

Features: Voiceprints, Cal^oning, 

Zenith Computer Re»^Wi?Z^ 81 Prinofe^Review,^ 

Review, Superfetptoto Digital (parl^.^']^^^^_ 

Projects: logic Probe, Digita^||g " 

track.. 

.teri983 . 

"I^Sftlires: ShoCfctey, U^ing bifET an<f5^^|y^p|0lp Amps, 
Sy^^^tronics, Ace j|iid Computer 

RevJevYs, History. igf Rada; |4e<ia^ii^j^^bchniques (part 1), 
Commuting m Britain, Into 9). 

Projector Graphic E^uaJteesrp ^ Capacitance Meter, 

Audio' /^jaiyser 

June 198J ^ 

Features: Qpt^or P.A., Instrumentation Techniques (part 1), 
TRS-80 Model 100 Computer Review, Saturn Up Close, Elec- 
tromusic Techniques (part 2), Introduction to Microcom- 
puters, Equal Tempered Scale, Into Digital (part 10). 

Projects: Polyphonic Touch Organ, Tanover, Overload In- 
dicator, Proximity Detector. 

July 1983 

Features: OKLO Natural Nuclear Reactor, MPU Support 
Chips, Light and Power From DC, Selecting a Computer 
System, Electronics in Fine Art, Commodore 64 Computer 
Review, TV Stereo Sound, Instrumentation Techniques (part 
2), A Look At Cantel/Teleguide, Into Digital (part 11). 
Projects: Satellite TV Receiver (part 1), Reverb Amp, Audio 
Oscillator, Bomb Drop Sound Effects. 




V.#:. 



ortlev aredfo i 
limited 

not unsold copies: eac 
are held in reserve for 8^ < 




S3.00 each or any? 
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LED vu Meter 



This meter can be adapted to various leveis of operation 
and is an exceiient way to watch what goes on in those 
secretive shieided cabies. 


few resistors and have little interac- 
ton with each other. 

Construction And Setting Up 

Use of our PCB makes construction 
simplicity Itself and results In quite a 
compact and attractive unit. The PCB 
has been designed to accommodate 
stackable rectangular LEDs as 
shown In our photos. However, any 
type and colour of LEDs may be used. 
There are only four wire links to be In- 
serted and the remaining compon- 
ents may be Inserted as they come to 
hand. It is good practice to leave the 
semiconductors until last and use of 
sockets for the ICs makes substitu- 
tion for fault-finding easy. Although 
ICs 3 and 4 feature FET input stages, 
these are well protected and no 
special handling precautions are re- 
quired. 

When completed, the unit may 
be set up by short-circuiting the input 
and, with a DC-coupled ‘scope or sen- 
sitive voltmeter connected to the out- 
put (pin 6) of IC4, adjusting RV2 until 
the output reaches 0 V. Then apply 
the maximum signal you wish to In- 
dicate and with the unit set to VU ad- 
just RV1 for a full scale reading. Now 
switch to PPM and adjust RV3 until a 
full scale reading Is just obtained. 


THIS UNIT will not replace the con- 
ventional VU or PPM meter; no LED 
display could fulfill the spec. 
However, with an output In 3 dB steps 
and a choice of a dot or bar display. It 


will make a useful and attractive addi 
tion to any audio system. 


5 Into 1=10 

With the log function achieved direct- 
ly Inside ICS, the use of four separate 
op-amps to condition the signal may 
seem extravagant. However, the cir- 
cuit design precludes the use of a 
conventional quad op amp package 
like the 324 and the final circuit ex- 
ploits the good, all-round, economical 
performance of the 741s and the ex- 
tremely high input Impedance of the 
3140s. The display consists of ten 
LEDs and these can be Illuminated In 
a dot or bar format. Selection Is by a 
SPDT switch, or a wire link may be 
permanently connected. Sensitivity 
of the unit is high. The gain of the first 
amplifier stage Is adjustable and a 
full scale reading can be obtained 
with an output of just a few millivolts. 

To keep down cost and avoid 
complex circuitry, a half-wave rec- 
tifier has been used. The meter has 
switchable resistors giving a peak 
programme response with fast attack 
and slow decay and a volume unit 
response with slower approximately 
equal response times. The response 
characteristics for each mode may 
easily be changed by selection of a 



Fig. 1. The circuit diagram. 


The unit will cover a wide range of in- 
put levels, though for very high input 
signal levels you may have to atten- 
uate the driving signal. A simple 
resistive divider will easily ac- 
complish this. Do yourself a favour 
and have a peak at better VU today. 


Parts List 

Resistors (all V 4 W, 5%) 

R1,10 

100K 

R2,3,4 

10K 

RS 

2M7 

R6 

10M 

R7,9 

22K 

R8 

47K 

R11 

1K0 

Potentiometers 

RV1 

10K min horiz. preset 

RV2,3 

100K min horiz. preset 

Capacitors 

Cl ,2 

470n polycarbonate 

C3 

lOOu electrolytic 

C4 

lOOn polycarbonate 

CS,6 

lOu tantalum 

Semiconductors 

IC1,2 

741 

IC3,4 

3140 

ICS 

LM391S 

D1,2 

1N4148 

LEDs 

any LED 

Miscellaneous 

PCB, DPDT switch, SPDT switch, con- 

nectors, etc. 





INPUT 


SWIa 


Fig. 2 . Parts location. 


SWIb 


HOW It works 

The circuit consists of an AC amplifier 
driving a half-wave rectifier whose out- 
put charges a capacitor via a switched 
resistor network. The charge on the 
capacitor is then amplified and drives 
the bargraph chip either directly or via 
a potentiometer. 

The signal is input via C1 to the 
non-inverting Input of IC1. Resistor R1 
provides DC bias for IC1, which is con- 
nected as a variable gain AC-coupled 
amplifier. This arrangement avoids off- 
set problems when the gain is Increas- 
ed which would severely limit the 
usefulness of the stage. 

The output of IC1 drives the half- 
wave rectifier built around IC2. The cir- 
cuitry here follows fairly conventional 
lines except for the inclusion of ICS in 
the feedback loop. Use of this BIFET 
chip with Its negligible input current 
enables high values of resistance and 
a low value (100n) of storage 
capacitance to be used with the conse- 
quent advantage of a relatively low cur- 
rent drive producing a high rate of 
voltage change. Without ICS in circuit 
and with SW1a in the ‘PPM’ position, 
C4 would charge quickly via R7 but 
would discharge almost as fast 
through R7 and RS. In the final circuit, 
the charge path Is via R7, but the 
discharge path is via R7 and R6, giving 
a fast attack and slow decay time. 
Diode D1 acts as a clamp for a positive 
input and prevents iC2 from going into 
saturation. In the ‘VU’ mode, C4 
charges via R5 and R7 and discharges 
through R5, 7, 6, 8. The ratios of these 
resistors produce almost equal attack 
and decay times. 

As any load on C4 would Interfere 
with the time constant of the RC net- 
work, another BIFET op-amp is used as 


a non-inverting amplifier with a gain of 
about five. Offset adjustment Is provid- 
ed for this stage with RV2; enabling the 
output to be accurately zeroed. Owing 
to the greater Insertion loss of the RC 
network In the ‘VU’ mode, RV3 is in- 
cluded so that a full scale reading can 
be obtained for the same overall input 
level in both modes. 

The bargraph chip ICS handles the 
display. The Input signal from SW1b Is 
applied to pin 5, about 1V2 gives a full 
scale reading. The internal resistor 
chain gives an output in 3 dB steps; the 
ten LEDs providing a 30 dB range, a 
ratio of 32:1. No attempt has been 
made to ‘tailor’ the response of this 
chip as the LM3916 with an internally 
set VU response should be available in 
the future. It will probably be a pin for 
pin, plug-in replacement. Current 
through the LEDs Is set at about 10 mA 
by R11 and capacitors C5, 6 provide 
decoupling. 

A power supply of plus and minus 
six volts Is recommended. A lower 
voltage may restrict the output swing 
of IC4 making a full scale reading 
unobtainable in the ‘PPM’ mode. Too 
high a positive supply may result in 
destruction of ICS through excessive 
dissipation. Absolute maximum dissi- 
pation for this chip is 660 mW. If you 
use a positive supply greater than 6 V 
then the LEDs should be returned to 
the positive supply via a dropper 
resistor or a zener diode. ICS produces 
either a ‘dot’ or ‘bar’ display depending 
on the connection of pin 9 to pin 11 or 
to the positive supply. Although SW2 is 
shown on the circuit diagram, the con- 
nection may be made permanently 
with a wire link. 
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Tame your soldering iron with 
this ingenious temperature 
controiled soldering station 


A MAJOR FACTOR in the art of solder- 
ing concerns the ability of your soldering 
iron to do its job. For instance, if the iron 
is a high wattage type, say 100 watt, it 
obviously shouldn’t be used to solder 
sensitive ICs Into circuit (you may even 
find It lifts the track from the board 


because of the Intense heat — never 
mind damaging the ICs!). Likewise, if the 
iron Is only a 15 watt job, then it won’t 
have the necessary power to solder com- 
ponents onto a hefty ground buss. 

There are two ways In which an effi- 
cient level of soldering can be obtained 
— either use a specific iron for a cor- 
responding job (which means you need a 
selection of three or four irons) or use a 
temperature controller which heats the 
Iron to the correct temperature for any 


chosen use. It is a well 
that good control over soldering tip 
temperature not only Improves the quali- 
ty and Integrity of soldered connections 
but also greatly increases efficiency and 
extends tip life, while reducing 
troublesome oxide buildup on the tip. 


controlled 
soldering 
iron 


— HOW It works 


The incoming line voltage is switched 
via SWl which is integral with the 
temperature control RVl. The line 
voltage is then full wave rectified by 
D1-D4. The resulting pulsating DC (il- 
lustrated in waveform ‘A’) can deliver 
the same heating power to a resistive 
element as 120V AC. The pulsating DC 
will heat the soldering iron element 
and illuminate the neon whenever the 
silicon controlled rectifier SCRl is 
gated on by the combined logic of ICl 
(1 hertz variable duty cycle 
multivibrator) and IC2 (zero voltage 
crossover detection and SCR gate 
driver). Without gate drive SCRl will 
cease to conduct each time the 
pulsating DC returns to OV. 

The line potential pulsating DC is 
dropped via R1 and R2 and clamped to 
a pulsating + 15V via ZDl. Waveform 
‘B’, which is produced by the clamping 
action of ZDl also pre-regulates the 
supply voltage for the integrated cir- 
cuits. D5 prevents the power supply 
filter capacitor Cl from filtering out the 
sync pulses. 

ICl and the associated components 
form a variable duty cycle astable 
multivibrator with a frequency of 1 Hz. 

At the fully counter-clockwise 
position of RVl, the output of this 
astable is low (logic 0) for 99% of the 1 
second period. At the fully clockwise 
or maximum setting of the RVl, the 
astable output is high (logic 1) for 99% 
of the period. Waveforms ‘F’ show 


MEASURED BETWEEN COMMON 
(-Vcc) &. POINTS INDICATED. 
WARNING: COMMON IS AT LINE 
POTENTIAL ABOVE GROUND. 





F 


RVl -MIN 


RVl- MAX 


1 HERTZ 


these two modes. Mid-positions of RVl 
produce outputs which vary between 
these two extremes. In summary, the 
setting of RVl will vary the ratio bet- 
ween the logic ‘1’ state and the logic ‘0’ 
state (duty cycle) without appreciably 
altering the period of the complete cy- 
cle. 

The line synchronisation signal il- 
lustrated in waveform ‘B’ is coupled to 
the input of IC2a via voltage divider R8 
and R9 which protects IC2a from the 
sync signal which is a slightly higher in 
potential from IC2’s operating supply. 
IC2a inverts the line sync signal shown 
in waveform C and improves the transi- 
tion between the logic levels. IC2b, c 
and d serve as a logic AND gate i.e. on- 
ly when its two inputs (pins 5 AND 6) 
are at logic 1, will the output (pins 10 
and 11) be at logic 1. 

Therefore, whenever the line sync 
pulse is at OV (logic 0 inverted to logic 1 
by IC2a) and the output of the propor- 
tionally controlled astable is at logic 1 , 
a pulse is applied to the gate of the 
SCR. This applies power to the solder- 
ing iron element in fully controlled 
bursts. 

The combination of all sections 
described above results in SCRl being 
gated on only near zero crossings of 
the line voltage. This eliminates RFI. 
The on-off ratio and therefore the 
soldering iron temperature is propor- 
tional to the setting of the temperature 
is proportional to the setting of the 
temperature control RV 1 . 
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Temperature controlled soldering iron 



Fig. 1 Circuit diagram of the ETI Soldering Station. 


Now, all this sounds great. All 
you have to do do is rush out and buy 
yourself one of these tremendous 
gadgets and then you can solder 
away to your heart’s content, 
whatever the job. But here’s where 
you will hit a slight problem. A com- 
plete soldering system will cost you 
quite a few weeks’ pocket money. 

One simple alternative to holding 
up the local bank is the ETI temperature 
controlled soldering station, which will 
enable you to convert any 15-100 W 
soldering iron to a fully controlled iron, 
capable of intermittent hobby use to full 
time production use, as well as providing 
a convenient soldering stand. (If you 
have a choice, most electronic soldering 
applications are best handled using a 40 
watt to 60 watt iron with this controller). 

The 4000 series CMOS ICs were 
selected for their cheapness and ver- 
satility and to give the electronics en- 
thusiast some insight Into just how ver- 
satile these ICs are. The design has incor- 
porated zero voltage switching which 
eliminates radio frequency Interference 
(RFI) caused by phase control of line 
voltage and the potentially destructive 
spikes created by thermostatically or 
‘magnetically’ controlled soldering irons. 
The soldering iron temperature can be 
varied from full off to full on while the 
Iron is in use. A visual Indication of con- 
troller operation Is also provided. 

The output waveform consists of 
controlled bursts of pulsating DC and is, 
therefore, suitable for resistive element 
soldering irons only. (Soldering irons or 
guns that use transformers cannot be us- 
ed with the project). This waveform was 
selected to simplify power supply 
design, reduce Internal power dissipation 
and eliminate costly sensitive-gate triacs 
which would be required for direct inter- 
face with CMOS logic. 

Construction 

Construction is reasonably straightfor- 
ward — start with the PCB. Nothing 
special here, just remember to mount R1 
and 2 (along with Rx If used) about three 
or four mm from the board, to help heat 
dissipation. 

Remember that IC1 and 2 are CMOS 
and we advise the use of 1C holders (not 
essential, but helpful). Next, mount the 
spring and holding bolt, neon and RV1 
on the front panel and follow the wiring 
diagram of Fig. 3 to connect up your 
soldering station. 

The cable ties at the line input and 
Iron output grommets are necessary to 
avoid strain on the cable connections. 
The PCB simply slides Into one of the 
grooved slots in the case, eliminating the 
use of special mounting procedures. 
Finally, make sure that the ground con- 
nection on the front panel is a good one. 
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Testing and Setting Up 

Plug the controller Into the AC line. Ad- 
vance the temperature control clockwise 
until the power switch clicks on. Ad- 
vance the control further clockwise 
until the neon lamp just begins to 
flash. This Is the lowest temperature 
setting of the controller. At this set- 
ting the soldering iron tip will be bare- 
ly warm to the touch. Advance the 
control further clockwise. You will 
note that the on-off ratio of the neon 
lamp will slowly change as the con- 
trol Is advanced fully clockwise. 
Whenever the neon lamp Is lit, power 
Is being applied to the heating ele- 
ment. At the maximum clockwise 
position of the temperature control, 
the neon lamp will remain on con- 
tinuously and the soldering Iron will 
produce full output. 

The controller takes advantage of 
the ‘thermal mass’ of the soldering iron 


In maintaining a reasonably constant 
temperature at the tip (the larger the 
iron, the better the regulation). Any fluc- 
tuations in tip temperature due to In- 
creased or decreased loading can be 
easily compensated for by adjusting the 
temperature control as required. If the 
neon lamp comes on at full intensity at 
the full counter-clockwise position and 
does not flash on and off, the wires to 
the 100k potentiometer (R3) are probably 
reversed. 


Warning 

The circuit described here does not use 
an isolation transformer and therefore 
all sections of the circuit must be con- 
sidered dangerous. 

It is advisable not to operate the 
device without its case. 


NOTE: 

Rx — Install an additional 33k 1 Watt resistor if the line 
voltage in your area falls below 110 volts. 


Fig. 2. (above) Overlay diagram for^he 
Soldering Iron controller. 



Fig. 3 Wiring the interconnection diagram: 
To ensure safe operation you must follow 
this diagram closely. 


PRINTED CIRCUIT 



V 4 W, 5%, except 


RESISTORS (All 
where stated) 

R1,2,x 33k 1 watt 

R3,5 10M 

R4,6 1M0 

R7,8,11 10k 

R9 100k 

RIO 470k 

POTENTIOMETERS 

RV1 500 k lln with double- 

pole, single-throw 
switch 


CAPACITORS 

Cl 


C2 

C3,4 


220u 16 V printed circuit 
mounting electrolytic 
2u2 16V tantalum 
lOn ceramic 


SEMICONDUCTORS 

IC1 4001 quad NOR gate 

IC2 4011 quad NAND gate 

ZD1 15V 400 mW zener diode 

D1-4 1N4004 

D4-8 1N4148 

SCR1 C106D 

MISCELLANEOUS 

Spring mount for soldering iron 
Neon with integral resistor 
Knob for potentiometer 
Case to suit 

Grommets and cable clips 
Heavy weight (for bottom of case) 



AF Signal 
Cenerato 


HOW It works 



This do-it-yourself test gear 
project is a simple-to-build 
signal generator with many 
features found on more expen- 
sive designs. 


THERE IS NO doubt; If you dabble in 
electronics much and build more than 
just the odd project, then test gear of 
all descriptions Is a must. Further- 
more, if the project is in the audio 
category, then somewhere along the 
line you will need an audio source. 

Of course, using a bit of ingenui- 
ty, the clever ETI reader might use the 
auxiliary output of a stereo system as 
a signal, but there are disadvantages 
with such a method: neither the 
amplitude (size) nor the frequency 
(pitch) of the signal can be accurately 
specified. What you really need is a 
signal generator like this project, pro- 
viding a selection of waveforms (sine, 
triangular or square) with fully 
variable amplitudes with the added 
facility of a controllable DC bias to 
the output signal. All this is achieved 
with only a two-IC circuit which 
operates from two 9V batteries. 

Construction 

There is nothing critical in the con- 
struction of this project If you use our 
design of printed circuit board. 
Everything is quite straightforward. 
Solder in resistors first, followed by 
capacitors and 1C sockets and finally 
insert the two ICs. 

Following the connection 
diagram in Fig. 2 you should now con- 
nect the switches, potentiometers, 
battery clips and output sockets and 
test out the project before insertion 
Into its case. Set ail presets and pots 
to midposition and switch on. By con- 
necting the output to a suitable 
amplifier (e.g., your stereo system), 
adjust the output to a suitable level 
using the amplitude control, RV6. 

Now, turn SW1 to ‘sine’ and open 
SW3 (i.e., switch off the DC bias). Ad- 
justment of RV4 and RV5 should 
remove any distortion and a perfectly 
‘clean’ note should be heard. Turn the 
frequency control RV2 fully antl- 
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Integrated circuit ICl is a special purpose 
device, capable of generating sine, triangle 
or square waveforms (or derivations of 
these), to a high accuracy. The frequency of 
the waveforms is primarily defined by the 
charge and discharge rate of capacitor C2. 
This capacitor should be, ideally, a type 
whose value is very stable with temperature, 
e.g., a mica type, although others are 
usable, with lower accuracy. 

The charge rate of the capacitor is also 
a function of the value of resistor R3. 
Likewise R4 controls the discharge rate. 
For a symmetrical waveform R3 and R4 
should be of equal value. Preset RV3 allows 
adjustment of these two resistors to ensure 
that the charge rate of the capacitor exactly 
equals the discharge rate and so the 
waveform is symmetrical. 

The voltage at pin 8 of the integrated 
circuit also controls the frequency of the 
generated waveform (over a 1000:1 range). 
Thus, by sweeping the control voltage on 
this pin between Vcc and (Vs Vcc -I- 2V) 


i.e., 5 to 9 V, the frequency of the 
waveform varies from 20 Hz to 20 kHz. 
The control voltage is derived from poten- 
tial divider RV1,2 and Rl. 

Presents RV4 and 5 allow sine wave 
distortion to be minimised to only 0.5 ^Vo, 
and this is best achieved by listening to the 
sine wave and adjusting the two presets un- 
til distortion is no longer audible. 

The outputs of this integrated circuit 
are found at pins 2 (sine), 3 (triangular) and 
9 (square), ‘^witch SWl selects one of the 
wave shapes and connects it to the amplifier 
circuit of IC2, via RV6, the amplitude con- 
trol. The amplifier is configured as a mixer, 
although in its simplest mode (i.e., with 
SW3 open) the IC is just an inverting 
amplifier, whose output is centred sym- 
metrically about OV. However, with SW3 
closed, a DC bias voltage is mixed with the 
waveform and the output can be moved up 
or down in voltage, still having the same 
AC amplitude. 


pPorts List 

Resistors (All V 4 W, 5%) 

R1 18k 

R2,7,9 10k 

R3,4 4k7 

R5 10M 

R6,8 15k 

RIO, 13, 14 47k 

Potentiometers 

RV1,3 IkO miniature horizontal 

preset 

RV2 10k linear potentiometer 

RV4,5 100k miniature horizon- 

tal preset 

RV6 100k logarithmic poten- 

tiometer 

Capacitors 

Cl, 3,4 ipOn ceramic 


C2 4n7 mica 

Semiconductors 

ICl 8038 waveform 

generator (Exar) 

IC2 741 operational 

amplifier 

Miscellaneous 

SWl single-pole, three-way 

rotary switch 

SW2 double-pole, single- 

throw toggle switch 

SW3 single-pole, single-throw 

toggle switch 

Case to suit 

Battery clips and batteries 

Knobs, output sockets, IC sockets 


clockwise to its lowest frequency set- 
ting and adjust RV1 until the lowest 
note possible from the generator is 
heard. One further adjustment can be 
made with RV3 if you have an 
oscilloscope; varying the preset will 
alter the duty cycle (best observed on 
square wave) which should be 50%; 
i.e., high for half the wavelength and 
low for the other half. If you don’t 
have the use of a ‘scope leave this 
preset at midposition and the adjust- 
ment won’t be far out. 

Finally the project can be hous- 
ed in a suitable case. 




Fig. 1 The Audio Signai Generator circuit diagram. 



Fig. 2 Overlay of the PCB and connection details of the Audio Signal Generator. 



The foil pattern of the Audio Signal Generator. 
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Power Pack 


An ideal project for users of 
battery-powered calculators, 
radios, cassette players etc., 
because the ETI Power Pack 
can be adjusted to give the 
voltage you require. 


OUR CIRCUIT (Fig. 1) gives a 
regulated output of between 5V and 
15V DC, adjusted and set by a preset 
resistor. Current output is anything 
up to about 350 mA. 

An integrated circuit is used in 
the project to regulate the output 
voltage and although this IC (the 
7805) is normally used in a fixed- 
voltage (5 VDC) supply we have 
adapted the circuit so that it will give 
a variable output voltage. 

Construction 

Insert and solder the two diodes into 
the printed circuit board (PCB) mak- 
ing sure that they are the correct way 
round, as shown In the overlay in Fig. 
2. The bodies of the diodes must be 
mounted as close to the surface of 
the PCB as possible. 

Solder in PCB pins wherever con- 
nections are to be made to the circuit 
board, then insert and solder all re- 
maining components, following the 
overlay diagram. Clip the heatsink on 
to IC1. 

Now open the plastic power sup- 
ply case and take out the sub- 
chassis. Break or cut off the 
transformer mounting lugs so that 
the transformer will fit Into the case. 

Using good quality contact 
adhesive and following manufac- 
turers’ Instructions as to use, stick 
the transformer to the sub-chassis. 

Next, using the contact 
adhesive, stick the PCB to the sub- 
chassis to fit underneath the edge of 
the transformer. Fig. 3 shows a view 
of the project in which you can see 
the details at this stage. 

Wire up the project carefully 
following the connection details 
given in Fig. 2. 

Solder leads to the transformer 
terminals, inside the power supply 
case, and bend the leads up to the top 
of the case. Refit the sub-chassis and 
then solder the remaining ends of the 
AC power leads to the PCB and the 
transformer, where shown In Fig. 2. 



Tightly attach a cable tie to the 
output lead, so that no damage will 
occur If It is pulled. A view of the pro- 
ject at this stage is shown in Fig. 4. 

Stick a small piece (about 1” by 
Va”) of foam sponge onto the inside 
lid of the case, positioned so that 
when the two halves of the case fit 
back together, the sponge pushes 
down onto the transformer, preven- 
ting movement. 

Finally, plug the supply into a 
wall outlet, turn on, and measure the 
voltage at the supply output. By ad- 
justing preset resistor RV1 you 
should obtain an output voltage 
variable between about 5 VDC and 15 
VDC. Set the output voltage to what 
you require, switch off, remove the 
supply from the outlet and screw the 
two halves of the case together. 



NOTES: 

IC1 IS 7805 
D1,2 ARE 1N4001 
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Fig. 1. Circuit of the Power Pack. 





TRANSFORMER 

T1 


Parts List 

POTENTIOMETER 

RV1 4k7 miniature horizontal 

preset 

CAPACITORS 

C1 1000u, 25V electrolytic 

C2 220n polyester 

SEMICONDUCTORS 

IC1 7805, 1A voltage 

regulator 

D1,2 1N4001, 1A diodes 

MISCELLANEOUS 

T1 0-12-0-12V, 6VA 

miniature transformer 
Printed circuit board mounting fuse 
clips 

FS1 500 mA, fuse 

Case. 


^TO AC 


\ / 

FUSE CLIPS 


OUTPUT 


Fig. 2. Overlay of the PCB for the project 
and connection details. 


Fig. 4. Internal details of the Power Pack. 


r— HOW It works- 


The workhorse of this project is a voltage 
regulator integrated circuit which sets the 
output voltage (VQyj) to a value determin- 
ed by the setting of the preset resistor. 

The input voltage (Vjjyj) comes from 
the rectified output of transformer Tl. 
Diodes D1 and 2 give full-wave rectification 
of the 12 VAC transformer output. 

Capacitor Cl provides smoothing of 
the rectified voltage and Vjj^ will be about 
18 VDC. 

Integrated circuit ICl is a 5V voltage 
regulator, and whatever the output voltage 
of the circuit, will always be 5 VDC. 

The value of current 1^, is 1.5 mA for 
ICl (from manufacturers’ data) so we can 
calculate the voltage across the preset 
resistor from Ohm’s law. For example, if 
the value of the preset is IkO then: 


Vr = 1.5 mA X 1000, 

= 1.5 V. 

The output voltage ’s simply the sum of the 
two voltages, ie, 

Vqut = 1.5 + 5 = 6.5 V. 

Thus, by varying the value of the preset 
resistor the output voltage can be varied. 


VOLTAGE 

REGULATOR 


^riR 


VIN VR 


" Q 

t 

Vreg 

' a 


PRESET 

resistor 

1 VOUT 


Fig. 3. view of the project fitted to the sub-chassis, before inser- 
tion Into the case. 
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Ni-Cad 

Charger 


Return your Nicads to the 
glow of health without risking 
the giow of internai meiting. 


ISN’T IT SAD — just when you want 
to listen to your favourite radio pro- 
gramme on your little squawk-box, 
you Inevitably find the batteries are 
defunct. And don’t they cost a lot to 
replace? Well, here is the answer to 
all your problems — rush out and buy 
some nicad cells for your battery- 
powered calculator, transistor radio 
or cassette player etc. Although they 
are more expensive initially, you can 
recharge them again and again on the 
ETI Nicad Charger, thus saving 
$$$$$s overall! With this project, 
whenever your batteries run down an 
overnight charge will revitalise them 
to their full vigour. 

Nicad cells can be recharged 
many hundreds of times but they 
need a regulated charge current. Our 
charger provides this regulation and, 
in the mode shown In Fig. 2, it will 
handle up to six AA size 9 ells. It can 
be easily modified to suit other sizes 
as described below. 

Nicads need a constant current 
charge. For example AA cells need 
about a 65 mA charge, for a set period 
(normally 12 hours and so an over- 
night charge is Ideal). For other sizes 
of cells, different charge currents are 
required. The table in Fig. 1 shows 
typical values of current required for 
various-sized cells. Altering our 
charger to suit other cells is a cinch, 
as the output current is set solely by 
R1. 

Its value In ohms is equal to: 

---Q. 6 5 

the required charge rate in amps. 

So, for any required charge current, 
choose the nearest preferred value of 
resistor to the calculated value. 

Output currents of more than 80 
mA will require a larger transformer 
because this should have a secon- 
dary current rating at least 20 mA 
more than the charge current. Higher 
charge currents might also make it 


necessary to fit Q1 with a more 
substantial heatsink. 

Construction 

The components are mostly assembl- 
ed oh one standard-size (24 holes by 
10 strips) 0.1” pitch Veroboard as can 
be seen from the wiring diagram of 
Fig. 3. Transformer T1 is not mounted 
on the board, but is bolted to the In- 
side of the case. For reasons of safe- 
ty the case should be a type having a 
screw-on lid, and must not be a clip- 
on type. If a metal case is uned it 
must be connected to the AC ground. 
It Is likely that T1 will have flying 


SIZE OF CELL 

CHARGE CURRENT 
(FOR 12hr CHARGE) 

9V 

100mA 

AAA 

20mA 

AA 

65mA 

C 

250mA 

0 

500mA 


Fig. 1 Table of charge currents for various 
cells. 


leads rather than tags, and a connec- 
tor block will then be needed to 
facilitate the connections between 
the AC cord and T1. The ground lead 
to the component panel can also be 
taken via this block. 

The output of the unit can be 
taken to a 9V type battery connector, 
making quite sure that it Is connected 
with the correct polarity. Plastic bat- 
tery holders for AA size cells are 
readily available, and these have a 9V 
type connector. These holders con- 
nect the batteries in series (con- 
nected ‘ ’ to ‘ - ’) — the batteries 

must never be connected in parallel 
(‘-’ to and ‘-I-’ to ‘-I-’). 

Q1 may become quite hot In use 
and should be fitted with a small 
heatsink. 



The interior of the charger 
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Y MThen you’re making out your will, you should 
\nm provide, first and foremost, for your loved 
mm ones and friends. But after they’re looked after, 

■ ■ then what? We ask you to consider leaving 
something to the Canadian Cancer Society. 

Why? Simply, because we need it. 

The funds we receive from our annual fund-raising 
campaign cover only approximately two-thirds of 
the money we are committed to spend. The rest comes 
from bequests, and other kinds of special gifts. 

Please help us find the light at the end of the tunnel 
by inserting this one small sentence in your will: 

“I give to the Canadian Cancer Society the residue of 
my estate!’ 

You will be leaving the rest to us. 

Canadian Cancer Society | 

CAN CANCER BE BEATEN? YOU BET YOUR UFE IT CAN. 


iJDiiaji'f 


COMPOSANTES ELECTRONIQUES 



SPECmCATIONS 
vcimcAL oerucTioN 
••ndwKlt( 3dB. 4div) 
dc 0 to 4 MHz 
•c 2 Hz to 4 MHz 
input S*n«mvtty Control 
tlOO >10 >1 ana variable < 
Input hnp 
I MO 4 


Oscilloscope 

LBO-310A 


WTlfMAL NOMZOMTAL OCFLECnON 

(Svoop Mode) 




Source Hepainrc peak oi utput tigriai 
Sonsrlivily 1 Orv 


Z-AXIS (INTENSITY) MODULATION 
SenaHIvKy 

20Vp-p 


S 299.00 



too 115 or 230 vac 50 10 60 Hz 12 VA 
inormally SuppIreO wired lor 1 15 Vac) 


PHYSICAL 
Siia (W I H a D) 

5i 7'i I 12 in 
125 . ISO > 300 mm 

weiam 

0 9 lbs 4 5 ag 
ACCESSOMES SUPPLIED 

Instruction Manual 
Three (3) icsi Leads 


LEADEF’S 2 YB WARRAHTY MAIL ORDER: ADD $7.00 POST & HARD 

HLA105 Modul* a S DEL 


S LED Array 

Vf-1.2V If«20aA Vr(majt)-5V 
Anode ( long pias) 

Red Rectangular I£D Arraiy 
For a perfect allignment. 

Module EEL Rectangulaire Rouge 
Pour in aligoeaent parfait. 

DIM: l.Ji"long x .063"larg(l/l6) 
X .22"h 


Aff ichage/Oisplay 

9 aull99 9 BubbU 

COMCR CATHODE - CATHODE COMilURE 
For clocks .tiaers .testers .calculators . 
Pour calculatrice.horloge. 
ainuetrie.aesures. ^ 9 

Vf - 1,7V If - 10mA 


Radiateur • Heat Sink 





Le MAGASIN The STORE 


7454 Langelier 
St. Leonard Tel; 259-5581 

Pres Jean-Tslod - Sortie Langelier Sud sur le Hetropolitain 

Mail Poste 


7303 A Oumesnil 
St Leonard Quo. HIS 3A7 

MAIL ORDERS: ADD $1.50 P. k H. 

QUE. RESIDERTB: ADD SALES TAX 9* 

COMMAHDES P06TALES: AJOUTEZ $1.50 P. k M. 
RESIDEHTS DU QUE. : AJOUTEZ 9* TAXE DE VERTE. 


CATALOGUE GRATUITt - ESCOMPT ETUDIANTS! 
L FREE CATALOGUE! - STUDENT DISCOUNTS'. 
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Nicad Charger 


-HOW It works 

The line voltage is stepped down to a 
more suitable potential by transformer 
Tl, with Dl, D2, and Cl then full-wave 
rectifying and smoothing the output of 
Tl to give a low voltage (about 14V 
under load) DC supply. This supply 
cannot be connected directly across 
the nicad cells as these have an ex- 
tremely low internal resistance, and 
would^ place virtually a short circuit 
across the supply. The supply in turn 
would damage the cells, which should 
not be charged at a higher current than 
that recommended by the manufac- 
turer, and would also result in the 
destruction of the supply circuit! 


Parts List — 

RESISTORS (All Vs watt 5%) 

R1 10R 

R2 680R 

CAPACITOR 

C1 100u 25V electrolytic 

SEMICONDUCTORS 

Q1 TIP41A NPN power tran- 

sistor 

Q2 MPS6515 NPN Tran- 

sistor 

D1,D2 1N4002 

MISCELLANEOUS 

T1 12-0- 12V lOOnnA 

transformer 

10 X 24 hole 0.1” Veroboard case, bat- 
tery holder, battery clip, AC cord, con- 
nector block, fitted heatsink, etc. 





NEUTRAL 


A current regulator must be included 
to ensure that the cells are charged correct- 
ly, and this is the purpose of Ql, Q2, R1 
and R2, which are used in a conventional 
constant-current generator configuration. 
Transistor Ql is biased hard into conduc- 
tion by R2, and current therefore flows 
through Rl, Ql and the cells being charged. 
The current is limited to a safe level by Q2 
which becomes biased into conduction by 
the potential developed across Rl. This 
results in Q2 tapping off some of the base 
current for Ql, so that the impedance of Ql 
increases. 

Therefore, even with a low im- 
pedance across the output, such as 


that of the nicad cells, the output cur- 
rent passed by Ql is stabilised by Q2 
at a safe level, since Q2 can reduce the 
bias on Ql to practically zero if 
necessary. As Q2 is a silicon device it 
requires a base bias voltage of about 
0.65 V to bring it into normal conduc- 
tion, and so the circuit stabilises with 
about this potential across Rl. From 
Ohm’s Law it can be seen that about 65 
mA flows through Rl, Ql, and the cells 
under charge (0.65 V divided by lOR 
gives 0.065 A, or 65 mA), which is about 
the correct charge for AA size cells. 




> AC CORD 
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ETI Binders keep your issues in perfect shape. $8.00 inc 
postage (Ontario residents add 7% PST). Send to: ETi 
Binders, Unit 6, 25 Overiea Bivd, Toronto, Ont. M4H 1B1. 


WHY SPEND A FORTUNE ON A 

DIGITAL CAPACITANCE 
METER? 


As a matter of fact you don’t have to pay 
$200 to $500 and up anymore for a Digital 
Capacitance Meter that is both depen- 
dable and rugged with good accuracy. 
The MC100A comes completely assembl- 
ed and calibrated and at $89.95 is an 
outstanding value. The extensive range of 
30 pF to 9,999 uF (no external meters re- 
quired) and true hand held portable size 
(only 43 / 4 ” X 2V2” X IV2”) make the 
MC100A an extremely practical and easy 
to use instrument for the hobbyist techni- 
cian or engineer. 

CHECK THESE OTHER FEATURES 

•Basic accuracy 2% (± one count) on 
pF, nF ranges, 5% (± one count) on uF 
range. 

•Uses single 9V battery (not included). 
•Decimal points light up when battery is 
low or when capacitor is overrange. 

•Full 4 digit high efficiency LED display 
uses special circuitry to save on batteries. 
•Maximum conversion time for 9,999 uF 
is less than 6 seconds. 

•Constructed with a tough impact resis- 
tant plastic case. 

•90 day parts and labour warranty. 



DAETRON 

935 THE QUEENSWAY, BOX 641 
TORONTO, ONTARIO M8Z 5Y9 
(416) 499-7221 

DEALER ENQUIRIES INVITED 



$89.95 1 


PLEASE SEND ME 

(Quantity) MCIOOA(s) ® $89.95 $- 

Ontario residents add 7% PST $- 

Postage — $1 .85 (per instrument) (C.O.D. orders add $1 .59) $- 

□ I ENCLOSE CHEQUE □ MONEY ORDER H BILL MY VISA TOTALS. 

□ VISA CARD NO. 

EXPIRY DATE SIGNATURE 


Immediate shipping on orders with money orders, VISA or certified cheque. 

Personal cheques please allow 2 to 3 weeks for clearance. 

NAME — 

ADDRESS 

CITY _PROV POSTAL CODE 


MAIL TO DAETRON 935 THE QUEENSVIfAY BOX 641 TORONTO ONTARIO M8Z 5Y9 


ETI ORDER FORM 


BACK ISSUES: 

1977 February 
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1980 January 
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March May 
November 


June July 
December 
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July August September October November December 

1983 January February March April May 


QTY. 


ITEM 

Back issues @ $3 (mark choice above) 
More Circuits @ $4.95 
Hobby Projects ® $3.95 
Electronic Circuit Design @ $3.95 
Projects Book No. 2 @ $3.95 
Circuits File @ $3.95 

Subscriptions @ $18.95/$33.95 
ETI Binders @ $8.00 


AMOUNT 

$ 

$ 

$ 

$ 

$ 

$ 


$. 

$. 


Ontario residents add 7% PST except for subscriptions. 


ETI BOOKSHELF 

ORDER FORM 


Code 

(e.g. BP12) 


Title 

(Short-form is O.K.) 


Sub Total 
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Postage 
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$ 

$ 

$ 
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$. 
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$ 


If we cannot complete your order 
would you like a refund □ 

or held for a backorder □ 


REMEMBER TO PUT YOUR 
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FORM. 


Do you currently subscribe to ETI Yes □ No □ 
Have you even subscribed to ETI Yes □ No □ 







Bench 

Power 

Supply 

unit 


Designed with the beginner in 
mind, this bench power supply 
unit combines high performance 
and quality and yet is simple 
to build. 


TEST AND EXPERIMENTAL equip- 
merit remains perhaps one of the most 
popular project areas in electronic 
hobbyist magazines. Rightly so, of 
course — the home constructor would 
find it difficult to build and test his 
projects without test gear — and the 
most fundamental piece of equipment 
(bar a test meter) is arguably a power 
supply. The beginner naturally uses dry 
cells as a power supply for his first few 
projects, but eventually there comes a 
time when his requirements are for a 
voltage which is impossible to obtain 
with batteries (eg 20 V) or a higher 
current than batteries can supply (e.g. 1 
amp). 

Bear In mind that a good power 
supply unit is worth its weight in gold. 
Consider this: you would only have to 


purchase 30 or 40 x 9V cells at today's 
prices and the power supply would be 
paid for! 

And so the scene is set! Enter from 
the wings to rapturous applause the 
PSD, a power supply with six switched 
output voltages (although you can adapt 
to a fully variable 1V5to 20V supply if 
you wish). One simple, three terminal 
integrated circuit, (the LM317K) does 
all the hard work and it features a 
maximum output current of 1.5 amps, 
more than adequate for 99% of projects. 
The 1C is called a voltage regulator and 
this particular variety has been around 
for three or four years now. That must 
say something for its quality and 
reliability in these days of rapidly 
changing technology. The alternative Is 
a voltage regulator, using relatively 
expensive discrete transistors. However, 
of necessity these discrete component 
voltage regulators are complicated if 
they are to be as efficient as their 1C 
counterparts. Because of this, there are 
more things to go wrong (as we all 


know, the well-known 'Murphy's Law 
states what can go wrong — will!) 

Given that ail connections are 
correct our PSU is virtually 
indestructible. Even a direct short 
circuit on the output will do no damage, 
an Internal current limiter keeps things 
in order. In this way, of course, there is 
less likelihood of a circuit under test 
being damaged If, say, it has a short 
circuit due to a solder bridge between 
tracks. A simple dry cell battery would 
continue to pass current at its highest 
rate until removed, by which time 
damage may have been done. The 
LM317K continually monitors its own 
output current and if it Is too high it 
"folds back", ie, it switches the output 
current off. When the short circuit is 
removed or repaired the regulator auto- 
matically switches the current back on. 

Construction 

Care must be taken with the primary 
part of the circuitry, ie, everything up 
to and including the power 
transformer T1 (the left hand side of 
the circuit diagram of Figure 1). 

The first constructional step is the 
marking and drilling of the case. 
Ideally, a mild steel case should be used, 
in order to reduce electrical Interference 
with other equipment which may be 
positioned close to the power supply. 
Mount the transformer on the base, 
leaving enough room for the PCB, 
bearing in mind the size of the capacitor 
Cl. Bolt the fuse holders power on/off 
and DC on/off switches, neon (with 
integral resistor), output sockets and 
IC1 to the case, leaving only the six-way 
rotary switch and the PCB out. 

Insert a grommet in the cable hole, 
push through the power cable so that 
enough cable is inside the case to com- 
plete all of the AC line side wiring(figure 
3). We have shown all wires to be loose 
In the figure but when wiring up your 
supply, form all wires around the edge 
and keep them together using cable ties 
lacing cord or ordinary string — what- 
ever you have at hand. Fasten the cable 
as it comes through the case wall using a 



Inside our Bench Power Supply Unit. 


bolt-on cable clip or similar. This 
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Fig. 1. The ETI Bench PSU circuit diagram. There’s not a lot In It, but what Is there does the Job well. 


HOW It works 

Transformer T1 provides the necessary 
step-down function from 120 VAC to 20 
VAC which the rest of the circuit requires. 
It also isolates the low voltage side from 
the high-voltage (line) side ie there is no 
electrical connection from line to low 
voltage output. 

The 20 V AC obtained at the trans- 
former secondary is rectified by bridge 
rectifier BRl to DC. Filter capacitor Cl 
“smooths out the bumps” providing a 
fairly level input voltage of about 28 V DC 
to the voltage regulator ICl. 

The output voltage of ICl is given by 
the formula V^^^ =1V25 (1+R2/R1). 

where R2 and R1 are as in the figure at 
the right by fixing the value of R1 at 220R 
then R2 can be calculated from the above to 
be 

R2 = 220 / YouL-i) 

[ 1V25 I 


Simply by inserting whatever value of 
Vout we require into the formula, we 
obtain the necessary value of R2. 

eg R2 = 220 [ -ij = 308R 

The nearest preferred value is 3 3 OR, there- 
fore the output voltage is slightly over 3 
volts DC. This resistor corresponds to R6 
in the circuit of the ETI PSU and position 
1 of the rotary switch SW2. By combining 
R6 with R5 in series and by turning SW2 
to position 2, an overall resistance of 

330 + 510 = 840R 

is obtained giving a voltage of 6 VDC. 
Similarly the remainder of the voltage 
steps, ie, 9 V, 12 V, 15 V and 20 V are ob- 
tained by adding further resistors into cir- 
cuit by means of SW2. 



The resistor chain and SW2 could be 
replaced by a potentiometer to give a con- 
tinuously variable output voltage but an 
expensive panel meter will then be 
required, to allow reading of the voltage. 
Switched resistors give a sufficient range 
of voltages and obviously keep the cost 
down considerably. 



Fig. 2. Overlay details of the printed circuit board. It Is important that capacitor Cl Is 
polarised correctly. 


r-Parts Ust. 


RESISTORS (All V.W, 5%) 


R1 

820R 

R2,4,5 

51 OR 

R3 

560R 

R6 

330R 

R7 

220R 

CAPACITORS 

Cl 

10,000u 40 V electrolytic, 
single ended 

C2 

lOOn polyester 

C3 

lOu 35 V tantalum 

SEMICONDUCTORS 

IC1 

LM317K voltage regulator 

BRl 

1 A, 50 V bridge rectifier 

D1,2 

1N4002 diode 

MISCELLANEOUS 

SW1 

Double-pole, double- 
throw toggle switch 

SW2 

6-way rotary switch 

SW3 

Single-pole, double throw 
toggle switch 

FS1,2 

Panel mounting fuse- 
holders and 1 Amp quick- 
blow fuses. 

Neon 

Panel-mounting with Inte- 
gral resistor 

T1 

20V, 20V A power trans- 
former 

Grommet, cable clip, knob, 2 x 4mm O/P 
sockets, case to suit, 
mounting clip for Cl . 
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Fig. 3. The low voltage side of the Bench PSU project. 



Bench Power Supply 

prevents the cable from being pulled 
out. Alternatively, you could use a plug 
and socket connector assembly as we 
did (see photographs). 

We advise the use of rubber sleeving 
to cover the joints where a power lead 
joins external hardware eg a switch or a 
fuse holder. This can help safeguard 
against electric shock hazards. You can 
test your wiring at this point if you have 
a meter. Measure the output voltage of 
the transformer when switched on. It 
should be about 25-30 V AC under no- 
load conditions. 



Once the line voltage side has been 
wired in, the PCB can be completed. 
Mount C1 on the board using a capacitor 
clip and solder the tags to the board 
making sure it is polarized correctly^ie^ 
the tag close to the red dot or positive 
marking on the capacitor goes to the 
positive connection on the PCB. Then 
SW2 (the rotary switch and resistors) 
can be mounted. Note how the resistors 
are mounted on SW2 and make sure you 
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get them in the correct order. You 
won't do any damage if they are in the 
wrong order but the output voltages will 
not be correct. 

Next, wire up the PCB, the two 
switches and the output sockets as in 
the connection diagram, again taking all 
leads neatly around the outside of the 
case and tying them together. Finally^ 
wire in IC1 to tfje PCB. 

At this stage, the PSU is complete 


and should work first time. Measure the 
DC output using a meter and check that 
all the settings are correct. If you 
possess a 25 V or a 30 V panel meter, an 
alternative suggestion is to insert a 4K7 
linear potentiometer in the front panel 
instead of the SW2-resistor combination, 
with the meter across the output and 
use it to give a reading of the now fully 
variable output voltage. 

• 




PROJECTS 


BP48: ELECTRONIC PROJECTS FOR BEGINNERS $5.90 
F.C. RAYER, T.Eng.(CEI), Assoc.lERE 

Another book written by the very experienced author — Mr. 
F.G. Rayer — and in it the newcomer to electronics will find 
a wide range of easily made projects. Also, there are a con- 
siderable number of actual component and wiring layouts to 
aid the beginner. 

Furthermore, a number of projects have been arranged 
so that they can be constructed without any need for solder- 
ing and, thus, avoid the need for a soldering iron. 

Also, many of the later projects can be built along the 
lines as those in the 'No Soldering' section so this may con- 
siderably increase the scope of projects which the newcomer 
can build and use. 

221: 28 TESTED TRANSISTOR PROJECTS 

R.TORRENS $5.50 

Mr. Richard Torrens is a well experienced electronics 
development engineer and has designed, developed, built 
and tested the many useful and interesting circuits included 
in this book. The projects themselves can be split down into 
simpler building blocks, which are shown separated by boxes 
in the circuits for ease of description, and also to enable any 
reader who wishes to combine boxes from different projects 
to realise ideas of his own. 


PH250: EXPERIMENTER'S GUIDE TO SOUD STATE 
ELECTRONICS PROJECTS $10.45 

A. BARBER 

This book takes the mystery out of solid state electronics and 
enables the reader to build such useful devices as: series 
regulated power supplies, light dimmers, solar cell operated 
radios, hi-fi amplifiers, light indicators for battery operated 
equipment and much more. 

110 THYRISTOR PROJECTS USING SCR$ AND TRIACS 
MARSTON 

HB22 $13.45 

A grab bag of challenging and useful semiconductor projects 
for the hobbyist, experimenter, and student. The projects 
range from simple burglar, fire, and water level alarms to 
sophisticated power control devices for electric tools and 
trains. Integrated circuits are incorporated wherever their use 
reduces project costs. 

110 CMOS DIGITAL 1C PROJECTS 
MARSTON 

HB23 $11.75 

Outlines the operating characteristics of CMOS digital ICs 
and then presents and discusses 110 CMOS digital 1C circuits 
ranging from inverter gate and logic circuits to electronic 
alarm circuits. Ideal for amateurs, students and professional 
engineers. 

BP76: POWER SUPPLY PROJECTS $7.30 

R.A. PENFOLD 

Line power supplies are an essential part of many electronics 
projects. The purpose of this book is to give a number of 
power supply designs, including simple unstabilised types, 
fixed voltage regulated types, and variable voltage stabilised 
designs, the latter being primarily intended for use as bench 
supplies for the electronics workshop. The designs provided 
are all low voltage types for semiconductor circuits. 

There are other types of power supplies and a number of 
these are dealt with in the final chapter, including a cassette 
power supply, Ni-Cad battery charger, voltage step up circuit 
and a simple inverter. 


BP49: POPULAR ELECTRONIC PROJECTS $6.25 

R.A. PENFOLD 

Includes a collection of the most popular types of circuits 
and projects which, we feel sure, will provide a number of 
designs to interest most electronics constructors. The pro- 
jects selected cover a very wide range and are divided into 
four basic types: Radio Projects, Audio Projects, Household 
Projects and Test Equipment. 

EXPERIMENTER'S GUIDE TO SOLID STATE ELECTRONIC 
PROJECTS 

AB007 $10.45 

An ideal sourcebook of Solid State circuits and techniques 
with many practical circuits. Also included are many useful 
types of experimenter gear. 

BP71: ELECTRONIC HOUSEHOLD PROJECTS $7.70 

R. A. PENFOLD 

Some of the most useful and popular electronic construction 
projects are those that can be used in or around the home. 
The circuits range from such things as '2 Tone Door Buzzer', 
Intercom, through Smoke or Gas Detectors to Baby and 
Freezer Alarms. 

BP94: ELECTRONIC PROJECTS FOR CARS AND BOATS $8.10 
R.A. PEN FOLD 

Projects, fifteen in ail, which use a 12V supply are the basis 
of this book. Included are projects on Windshield Wiper Con- . 
trol. Courtesy Light Delay, Battery Monitor, Cassette Power 
Supply, Lights Timer, Vehicle Immobiliser, Gas and Smoke 
Alarm, Depth Warning and Shaver Inverter. 

BP69: ELECTRONIC GAMES $7.55 

R.A. PENFOLD 

In this book Mr. R. A. Penfold has designed and developed a 
number of interesting electronic game projects using modern 
integrated circuits. The text is divided into two sections, the 
first dealing with simple games and the latter dealing with 
more complex circuits. 

BP95: MODEL RAILWAY PROJECTS $8.10 

Electronic projects for model railways are fairly recent and 
have made possible an amazing dejgree of realism. The pro- 
jects covered include controllers, signals and sound effects: 
striboard layouts are provided for each project. 

BP93: ELECTRONIC TIMER PROJECTS $8.10 

F.G. RAYER 

Windscreen wiper delay, darkroom timer and metronome 
projects are included. Some of the more complex circuits are 
made up from simpler sub-circuits which are dealt with in- 
dividually. 

110 OP-AMP PROJECTS 
MARSTON 

HB24 $13.45 

This handbook outlines the characteristics of the op-amp and 
present 110 highly useful projects — ranging from simple 
amplifiers to sophisticated instrumentation circuits. 


BP84: DIGITAL 1C PROJECTS $8.10 

F.G. RAYER, T.Eng.(CEI),Assoc.lERE 

This book contains both simple and rrtore advanced projects 
and it is hoped that these will be found of help to the reader 
developing a knowledge of the workings of digital circuits. 
To help the newcomer to the hobby the author has included 
a number of board layouts and wiring diagrams. Also the 
more ambitious projects can be built and tested section by 
section and this should help avoid or correct faults that 
could otherwise be troublesome. An ideal book for both 
beginner and more advanced enthusiast alike. 

BP67: COUNTER DRIVER AND NUMERAL DISPLAY 
PROJECTS $7.55 

F.G. RAYER, T.Eng.(CEI), Assoc. lERE 

Numeral indicating devices have come very much to the 
forefront in recent years and will, undoubtedly, find increas- 
ing applications in all sorts of equipment. With present day 
integrated circuits, it is easy to count, divide and display 
numerically the electrical pulses obtain^ from a great range 
of driver circuits. 

In this book many applications and projects using 
various types of numeral displays, popular counter and 
driver IC's etc. are considered. 

BP73: REMOTE CONTROL PROJECTS $8.60 

OWEN BISHOP 

This book is aimed primarily at the electronics enthusiast 
who wishes to experiment with remote control. Full explana- 
tions have been given so that the reader can fully understand 
how the circuits work and can more easily see how to modify 
them for other purposes, depending on personal re- 
quirements. Not only are radio control systems considered 
but also infra-red, visible light and ultrasonic systems as are 
the use of Logic ICs and Pulse position modulation etc. 

BP99: MINI - MATRIX BOARD PROJECTS $8.10 

R.A. PENFOLD 

Twenty useful projects which can all be built on a 24 x 10 
hole matrix board with copper strips. Includes Doorbuzzer, 
Low-voltage Alarm, AM Radio, Signal Generator, Projector 
Timer, Guitar Headphone Amp. Transistor Checker and 
more. 

BP103: MULTI-CIRCUIT BOARD PROJECTS $8.10 

R.A. PENFOLD 

This book allows the reader to build 21 fairly simple elec- 
tronic projects, all of which may be constructed on the same 
printed circuit board. Wherever possible, the same com- 
ponents have been used in each design so that with a 
.relatively small number of components and hence low cost, 
it is possible to make any one of the projects or by re-using 
the components and P.C.B. all of the projects. 

Tab1431: DIGITAL ELECTRONIC PROJECTS $21.45 

Build a deluxe code oscillator, a digital jgame called Climb- 
the-Mountain, a clock with alarm, a metric measuring wheel, 
a modular decade counter, even a 14-note music generator. 
17 projects in ail. 


CIRCUITS 


BP80: POPULAR ELECTRONIC CIRCUITS - 

BOOK 1 $8.25 

R.A. PENFOLD 

Another book by the very popular author, Mr. R.A. Penfold, 
who has designed and developed a large number of various 
circuits. These are grouped under the following general 
headings; Audio Circuits, Radio Circuits, Test Gear Circuits, 
Music Project Circuits, Household Project Circuits and 
Miscellaneous Circuits. 

BP98: POPULAR ELECTRONIC CIRCUITS, BOOK 2 $9.35 

R.A. PENFOLD 

70 plus circuits based on modern components aimed at those 
with some experience. 

Hie GIANT HANDBOOK OF ELECTRONIC CIRCUITS 
TAB No.1300 $28.45 

About twice as thick as the Webster's dictionary, and having 
many more circuit diagrams, this book is ideal for any ex- 
perimenter who wants to keep amused for several centuries. 
If there isn't a circuit for it in here, you should have no dif- 
ficulty convincing yourself you don't really want to build it. 

BP39: so (FET) FIELD EFFECT TRANSISTOR 

PROJECTS $5.50 

F.G. RAYER, T.Eng.(CEI),Assoc.lERE 

Field effect transistors (FETs), find application in a wide 
variety of circuits. The projects described here include radio 
frequency amplifiers and converters, test equipment and 
receiver aids, tuners, receivers, mixers and tone controls, as 
well as various miscellaneous devices which are useful in the 
home. 

This book contains something of particular interest for 
every class of enthusiast — short wave listener, radio 
amateur, experimenter or audio devotee. 

BP87: SIMPLE L.E.D. CIRCU ITS $5.90 

R.N. SOAR 

Since it first appeared in 1977, Mr. R.N. Soar's book has prov- 
ed very popular. The author has developed a further range of 
circuits and these are included in Book 2. Projects include a 
Transistor Tester, Various Voltage Regulators, Testers and so 
on. 

BP42: 50 SIMPLE L.E.D. CIRCUITS $3.55 

R.N. SOAR 

The author of this book, Mr. R.N. Soar, has compiled 50 in- 
teresting and useful circuits and applications, covering many 
different branches of electronics, using one of the most inex- 
pensive and freely available components — the Light Emit- 
ting Diode (L.E.D.). A useful book for the library of both 
beginner and more advanced enthusiast alike. 

BP82: ELECTRONIC PROJECTS USING 

SOLAR CELLS $8.10 

OWEN BISHOP 

The book contains simple circuits, almost all of which 
operate at low voltage and low currents, making them 
suitable for being powered by a small array of silicon cells. 
The projects cover a wide range from a bicyle speedometer 
to a novelty 'Duck Shoot'; a number of power supply circuits 
are included. 

BP37: 50 PROJECTS USING RELAYS, 

SCR's& TRIACS $5.50 

F.G.RAYER, T.Eng.(CEI), Assoc.lERE 

Relays, silicon controlled rectifiers (SCR's) and bi-directional 
triodes (TRIACs) have a wide range of applications in elec- 
tronics today. This book gives tried and practical working cir- 
cuits which should present the minimum of difficulty for the 
enthusiast to construct. In most of the circuits there is a wide 
latitude in component values and types, allowing easy 
modification of circuits or ready adaptation of them to in- 
dividual needs. 

BP44: 1C 555 PROJECTS $7.55 

E.A. PARR, B.Sc.,C.Eng., M.I.E.E. 

Every so often a device appears that is so useful that one 
wonders how life went on before without it. The 555 timer is 
such a device. Included in this book are Basic and General 
Circuits, Motor Car and Model Railway Circuits, Alarms and 
Noise Makers as well as a section on the 556, 558 and 559 
timers. 

BP24: 50 PROJECTS USING IC741 $4.25 

RUDI 8c UWE REDMER 

This book, originally published in Germany by TOPP, has 
achieved phenomenal sales on the Continent and Babani 
decided, in view of the fact that the integrated circujt used in 
this book is inexpensive to buy, to make this unique book 
available to the English speaking reader. Translated from the 
original German with copious notes, data and circuitry, a 
"must" for everyone whatever their interest in electronics. 


110 1C TIMER PROJECTS 
GILDER 

HB25 $11.45 

This sourcebook maps out applications for the 555 timer 1C. 
It covers the operation of the 1C itself to aid you in learning 
how to design your own circuits with the 1C. There are ap- 
plication chapters for timer-based instruments, automotive 
applications, alarm and control circuits, and power supply 
and converter applications. 

BP110: HOW TO GET YOUR ELECTRONIC PROJECTS 
WORKING $8.10 

R.A. PENFOLD 

We have all built circuits from magazines and books only to 
find that they did not work correctly, or at all,^hen first swit- 
ched on. The aim of this book is to help the reader overcome 
just these problems by indicating how and where to start 
looking for many of the common faults that can occur when 
building up projects. 


BP107: 30 SOLDERLESS BREADBOARD PROJECTS - 
BOOK 1 $9.35 

R.A. PEN FOLD 

A "Solderless Breadboard" is simply a special board on 
which electronic circuits can be built and tested. The com- 
ponents used are just plugged in and unplugged as desired. 
The 30 projects featured in this book have been specially 
designed to be built on a "Verobloc" breadboard. Wherever 
possible the components used are common to several pro- 
jects, hence with only a modest number of reasonably inex- 
pensive components it is possible to build, in turn, every pro- 
ject shown. 

BP106: MODERN OP-AMP PROJECTS $8.10 

R.A. PENFOLD 

Features a wide range of constructional projects which make 
use of op-amps including low-noise, low distortion, ultra-high 
input impedance, high slew-rate and high output current 
I types. 


BP83: VMOS PROJECTS $8.20 

R.A. PENFOLD 

Although modern bipolar power transistors give excellent 
results in a wide range of applications, they are not without 
their drawbacks or limitations. This book will primarily be 
concerned with VMOS power FETs although power 
MOSFETs will be dealt with in the chapter on audio circuits. 
A number of varied and interesting projects are covered 
under the main headings of: Audio Circuits, Sound 
Generator Circuits, DC Control Circuits and Signal Control 
Circuits. 


BP88: HOW TO USE OP AMPS $9.35 

LA. PARR 

A designer's guide covering several op amps, serving as a 
source book of circuits and a reference book for design 
calculations. The approach has been made as non- 
mathematical as possible. 
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BP65: SINGLE 1C PROJECTS $6.55 

R.A.PENFOLD 

There is now a vast range of ICs available to the amateur 
market, the majority of which are not necessarily designed 
for use in a single application and can offer unlimited 
possibilities. All the projects contained in this book are sim- 
ple to construct and are based on a single 1C. A few projects 
employ one or two transistors in addition to an 1C but in most 
cases the 1C is the only active device used. 

BP97: 1C PROJECTS FOR BEGINNERS $8.10 

F.G. RAYER 

Covers power supplies, radio, audio, oscillators, timers and 
switches. Aimed at the less experienced reader, the com- 
ponents used are popular and inexpensive. 


1C ARRAY COOKBOOK 
JUNG 

HB26 $14.25 

A practical handbook aimed at solving electronic circuit ap>- 
plication problems by using 1C arrays. An 1C array, unlike 
specific-purpose ICs, is made up of uncommitted 1C active 
devices, such as transistors, resistors, etc. This book covers 
the basic types of such ICs and illustrates with examples how 
to design with them. Circuit examples are included, as well as 
general design information useful in applying arrays. 

BP50: 1C LM3900 PROJECTS $5.90 

H.KYBETT^B.Sc., C.Eng. 

The purpose of this book is to introduce the LM3900 to the 
Technician, Experimenter and the Hobbyist! It provides the 
groundwork for both simple and more advanced uses, and Is 
more than just a collection of simple circuits or projects. 

Simple basic working circuits are used to introduce this 
1C. The LM3900 can do much more than is shown here; this is 
just an introduction. Imagination is the only limitation with 
this useful and versatile device. But first the reader must 
know the basics and that is what this book is all about. 

223: 50 PROJECTS USING 1C CA3130 $5.50 

R.A.PENFOLD 

In this book, the author has designed and developed a 
number of interesting and useful projects which are divided 
into five general categories; I — Audio Projects II — R.F. 
Projects III — Test Equipment IV — Household Projects V 
— Miscellaneous Projects. 

224: 50 CMOS 1C PROJECTS $4.25 

R.A. PENFOLD 

CMOS IC's are probably the most versatile range of digital 
devices for use by the amateur enthusiast. They are suitable 
for an extraordinary wide range of applications and are also 
some of the most inexpensive and easily available types of 

Mr. R.A. Penfold has designed and developed a number 
of interesting and useful projects which are divided into four 
general categories: I — Multivibrators II — Amplifiers and 
Oscillators Hi — Trigger Devices IV — Special Devices. 

THE ACTIVE FILTER HANDBOOK 

TAB No.1133 $14.45 

Whatever your field — computing, communications, audio, 
electronic music or whatever — you will find this book the 
ideal reference for active filter design. 

The book introduces filters and their uses. The basic 
math is discussed so that the reader can tell where ail design 
equations cpme from. The book also presents many practical 
circuits including a graphic equalizer, computer tape inter- 
face and more. 

DIGITAL ICS - HOW THEY WORK AND HOW TO USE 
THEM 

AB004 $11.45 

An excellent primer on the fundamentals of digital elec- 
tronics. This book discusses the nature of gates and related 
concepts and also deals with the problems inherent in prac- 
tical digital circuits. 

MASTER HANDBOOK OF 1001 PRACTICAL CIRCUITS 
TAB No.800 $20.45 

MASTER HANDBOOK OF 1001 MORE PRACTICAL CIR- 

CUITS 

TAB No.804 $24.45 

Here are transistor and 1C circuits for just about any applica- 

tion you might have. An ideal source book for the engineer, 
technician or hobbyist. Circuits are classified according to 
function, and all sections appear in alphabetical order. 

THE MASTER 1C COOKBOOK 

TAB No.1199 $18.45 

If you've ever tried to find specs for a so called 'standard' 
chip, then you'll appreciate this book. C.L. Hallmark has 
compiled specs and pinouts for most types of ICs that you'd 
ever want to use. 

ELECTRONIC DESIGN WITH OFF THE SHELF INTEGRATED 
CIRCUITS 

AB016 $13.45 

This practical handbook enables you to take advantage of 
the vast range of applications made possible by integrated 
circuits. The book tells how, in step by step fashion, to select 
components and how to combine them into functional elec- 
tronic systems. If you want to stop being a "cookbook hob- 
byist", then this is the book for you. 

HP117: PRACTICAL ELECTRONIC BULDING BLOCKS 
BOOK 1 $8.10 

Virtually any electronic circuit will be found to consist of a 
number of distinct stages when analysed. Some circuits in- 
evitably have unusual stages using specialised circuitry, but 
in most cases circuits are built up from building blocks of 
standard types. 

This book is designed to aid electronics enthusiasts who 
like to experiment with circuits and produce their own pro- 
jects rather than simply follow published project designs. 

The circuit for a number of useful building blocks are 
included in this book. Where relevant, details of how to 
change the parameters of each circuit are given so that they 
can easily be modified to suit individual requirements. 


PH253: ELECTRONIC DESIGN 

WITH OFF-THE-SHELF INTEGRATED CIRCUITS 

Z.MEIKEIN&P.TACKRAY $13.45 

A real help for do-it-yourselfers, this handy guide tells profes- 
sionals and hobbyists alike how to take components off the 
shelves, arrange them into circuitry, and make any system 
perform its desired function. 


REFERENCE 


BP85: INTERNATIONAL TRANSISTOR EQUIVALENTS 
GUIDE $12.25 

ADRIAN MICHAELS 

This book will help the reader to find possible substitutes for 
a popular user-orientated selection of modern transistors. 
Also shown are the material type, polarity, manufacturer 
selection of modern transistors. Also shown are the material 
type, polarity, manufacturer and use. The Equivalents are 
sub-divided into European, American and Japanese. The pro- 
ducts of over 100 manufacturers are included. An essential 
addition to the library of all those interested in electronics, 
be they technicians, designers, engineers or hobbyists. Fan- 
tastic value for the amount of information it contains. 

BP108: INTERNATIONAL DIODE EQUIVALENTS GUIDE 
ADRIAN MICHAELS W.35 

This book is designed to help the user in finding possible 
substitutes for a large user orientated selection of the many 
different types of semiconductor diodes that are available 
today. Besides simple rectifier diodes also included are 
Zener diodes, LEDs, Diacs Triacs, Thyiistors, Photo diodes 
and Display diodes. 

BP1: FIRST BOOK OF TRANSISTOR EQUIVALENTS AND 
SUBSTITUTES $2.80 

B.B. BABANI 

This guide covers many thousands of transistors showing 
possible alternatives and equivalents. Covers transistors 
made in Great Britain, USA, japan, Germany, France, Europe, 
Hong Kong, and includes ^pes produced by more than 120 
different manufacturers. 

BP14: SECOND BOOK OF TRANSISTOR EQUIVALENTS 
AND SUBSTITUTES $4.80 

B.B. BABANI 

The "First Book of Transistor Equivalents" has had to be 
reprinted 15 times. The "Second Book" produced in the same 
style as the first book, in no way duplicates any of the data 
, presented in it. The "Second Book" contains only additional 
material and the two books complement each other and 
make available some of the most complete and extensive in- 
formation in this field. The interchangeability data covers 
semiconductors manufactured in Great Britain, USA, Ger- 
many, France, Poland, Italy, East Germany, Belgium, Austria, 
Netherlands and many other countries. 

TOWER'S INTERNATIONAL OP-AMP LINEAR 1C SELECTOR 
TAB No.1216 $13.45 

This book contains a wealth of useful data on over 5,000 Op- 
amps and linear ICs — both pinouts and essential 
characteristics. A corriprehensive series of appendices con- 
tain information on specs, manufacturers, case outlines and 
so on. 

CMOS DATABOOK 

TAB No.984 $9.95 

There are several books around with this title, but most are 
just collections of manufacturers' data sheets. This one, by 
Bill Hunter, explains all the intricacies of this useful family of 
logic devices . . . the missing link in getting your own 
designs working properly. Highly recommended to anyone 
working with digital circuits. 

Tab1538: ELECTRONIC DATABOOK - 3RD EDITION $30.00 

Any electronic job will be easier and less time consuming 
when you have instant access to exactly the nomogram, 
table, chart or formula you need, when you need it. All this 
and much more is included in this completely revised and up- 
dated version of one of the most respected information 
source in the electronics field. Generously indexed, this 
handbook is devided into six sections: Frequency Data; Com- 
munication; Passive Components; Active Components; 
Mathematical Data; Formulas and Symbols and Physical 
Data. 

Tab1516: TOWERS INTERNATIONAL 
MICROPROCESSOR SELECTOR $31.45 

Towers Selector books have gained an international reputa- 
tion for completeness and usefulness. This volume gives you 
all the data you will normally need to select the right chip. 


MISCELLANEOUS 


BP101: HOW TO IDENTIFY UNMARKED IC'S $2.70 

K.H. RECORR 

Originally published as a feature in 'Radio Electronics', this 
chart shows how to record the particular signature of an un- 
marked 1C using a test meter, this information can then be us- 
ed with manufacturer's data to establish the application. 

AUDIO AND VIDEO INTERFERENCE CURES 
KAHANER 

HB21 $9.45 

A practical work about interference causes and cures that af- 
fect TV, radio, hi-fi, CB, and other devices. Provides ail the in- 
formation needed to stop interference. Schematic wiring 
diagrams of filters for ail types of receivers and transmitters 
are included. Also, it supplies simple filter diagrams to 
eliminate radio and TV interference caused by noisy home 
appliances, neon lights, motors, etc. 


BASIC TELEPHONE SWITCHING SYSTEMS 
TALLEY 

HB27 $16.00 

The Revised Second Edition of this book, for trainee and 
engineer alike, includes updated statistical data on 
telephone stations, and new and improved signaling methods 
and switching techniques, it also includes E & M signaling in- 
terface for electronic central offices and automatic number 
identification methods used in step-by-step, panel and 
crossbar central offices. 

INTERRELATED INTEGRATED ELECTRONICS CIRCUITS 
FOR THE RADIO AMATEUR, TECHNICIAN, HOBBYIST AND 
CB'ER 

MENDELSON 

HB29 $11.45 

This book provides a variety of appealing projects that can 
be constructed by anyone from the hobbyist to the engineer. 
Construction details, layouts, and photographs are provided 
to simplify duplication. While most of the circuits are shown 
on printed circuit boards, every one can be duplicated on 
hand-wired, perforated boards. Each project is related to 
another projects so that several may be combined into a 
single package. The projects, divided into five major groups, 
include CMOS audio modules, passive devices tohelp in ben- 
chwork, test instruments, and games. 

BASIC CARRIER TELEPHONY, THIRD EDITION 
TALLEY 

HB28 $16.45 

A basic course in the principles and applications of carrier 
telephony and its place in the overall communications pic- 
ture. It is abundantly illustrated, with questions and pro- 
blems throughout, and requires a minimum of mathematics. 

Tab1309: THE ACOUSTIC AND ELECTRIC GUITAR 
REPAIR HANDBOOK $25.00 

Literally everything the amateur or professional musician 
needs to know to properly maintain his instruments, plus all 
the how-to's for making reparis from simple tuning to major 
overhauls. 

BP110: HOW TO GET YOUR ELECTRONIC PROJECTS 
WORKING $8.10 

R.A. PENFOLD 

We have all built circuits from magazines and books only to 
find that they did not work correctly, or at all, when first swit- 
ched on. The aim of this book is to help the reader overcome 
just these problems by indicating how and where to start 
looking for many of the common faults that can occur when 
building up projects. 

ELECTRONIC TROUBLESHOOTING HANDBOOK 
AB019 $12.45 

This workbench guide can show you how to pinpoint circuit 
troubles in minutes, how to test anything electronic, and how 
to get the most out of low cost test equipment. You can use 
any and all of the time-saving shortcuts to rapidly locate and 
repair all types of electronic equipment malfunctions. 

COMPLETE GUIDE TO READING SCHEMATIC DIAGRAMS 
AB018 $10.45 

A complete guide on how to read and understand schematic 
diagrams. The book teaches how to recognize basic circuits 
and identify component functions. Useful for technicians 
and hobbyists who want to avoid a lot of headscratching. 


ELECTRONICS 

BEGINNERS 


PH255: COMPLETE GUIDE TO READING SCHEMATIC 
DIAGRAMS, 2nd Edition 

J. DOUGLAS-YOUNG $10.45 

Packed with scores of easy-to-understand diagrams and in- 
valuable troubleshooting tips as well as a circuit finder chart 
and a new section on logic circuits. 

PH251: BEGINNER'S HANDBOOK OF 1C PROJECTS 
D. HEISERMAN $17.45 

Welcome to the world of integrated circuit (1C) electronic 
projects. This book contains over 100 projects (each in- 
cluding a schematic diagram, parts list, and descriptive 
notes.) 

PH252: DIGITAL ICs: HOW THEY WORK AND HOW 
TO USE THEM 

A. BARBER $11.45 

The dozens of illustrations included in this essential 
reference book will help explain time-saving test procedures, 
interpreting values, performing voltage measurements, and 
much more! 

PH249: THE BEGINNER'S HANDBOOK OF ELECTRONICS 
G. OLSEN &M.MIMS,III $11.45 

In this basic book, the authors cover the entire spectrum of 
modern electronics, including the use of such components as 
integrated circuits and semiconductor devices in record 
players, radio receivers, airplane guidance systems, and 
many others. 

THE BEGINNER'S HANDBOOK OF ELECTRONICS 
AB003 $11.45 

An excellent textbook for those interested in the fundamen- 
tals of Electronics. This book covers all major aspects of 
power supplies, amplifiers, oscillators, radio, television and 
more. 


Please see order form on p.47. 


52 — 50 Top Projects 



IF YOU ARE IN A BAND and your PA has 
a range of inputs you may wonder why 
you need a mixer. Well, one of the ad- 
vantages is that when you bass player 
thinks he is not loud enough to be heard 
over the rest of you, it’s up to someone 
else to turn him up! Otherwise, you can 
so easily get that snowball effect where 
one musician turns up the volume only 
to be followed by all the rest and so on 
until every sentient being within earshot 
suffers premature deafness (pardon?). 

Many bands these days seem to 
have started on nothing and are main- 
tained on a shoe string. If yours falls Into 
this category, then this is the project for 
you. No-one Is going to claim It’s hi-fi but 
it Is cheap. Using 741 op-amps will pro- 
duce plenty of power versus cost. 

Construction 

We built our unit into a small plastic 
case and mounted all the pots on the 
aluminum top cover, making the re- 
quired connections with shielded 
cable. Take care not to produce a 
ground loop when connecting up. The 
remaining components can be 
mounted on our PCB; only three wire 
links are required to supply the op- 
amps negative supply. We used poly- 
carbonate capacitors mostly, taking 
advantage of their small size and 


The heart of the circuit is IC2, an op- 
amp connected as a conventional vir- 
tual ground summing amplifier. This 
stage mixes the input signals and also 
has a gain of 10 to compensate for the 
insertion loss of the passive tone con- 
trol network. There are three high level 
inputs and one low level which is input to 
ICl. This stage provides non-inverting 
amplification with a gain of about 20. In- 
dependent volume controls are provided for 
each input and the signals are mixed in IC2 
before being passed to the tone control net- 
work. This provides a 40 dB range of con- 
trol with an insertion loss at midband of — 
20 dB. 


This output from the tone control 
is AC coupled to unity-gain voltage 
follower IC3. AC coupling avoids the 
problem of wiper ‘track noise’, which 
would result from the irregular 
capacitor charge and discharge cur- 
rents. R16 is inserted in the output of 
IC3 to isolate the op-amp from the 
large capacitive load presented by a 
long length of screened cable. Poten- 
tiometer RV7 provides overall volume 
control and capacitors C14 and Cl 5 
decouple the power supply lines. Two 
9V batteries provide power for the unit 
and current consumption will be just a 
few milliamps. 



Pour input Mixer 


SWIa 


RV1 



INPUT 

1 


RVl,2,38e4 SW1b 
SLIDERS 


RV5 


RV7 


RV6 


Fig. 2 Component overlay. 


good characteristics, though 
polyester types can be substituted. 
There are no special precautions to 
take. Just make sure you put the ICs 
in the right way up and get the polari- 
ty of the two tantalum capacitors 
right. 

Remember, if you ever reverse- 


bias a tantalum cap by more than 
about 3 V it’s dead certain that you’ll 
have blown it up and it’ll no longer be 
a capacitor; more a low-value resistor 
with the inevitable effect on circuit 
operation. No problems with this pro- 
ject, though. Simply build it, fix It and 
mix It! 


Parts L 

1st 



Resistors all V.W 5% 

Capacitors 


R1,2 

100k 

Cl ,2 

150n polycarbonate 

R3 

4k7 

C3,11 

lOOn ceramic 

R4,5,6,7 

47k 

C4, 5.6, 7,8 

lOOn polycarbonate 

R8,9 

470k 

C9,10 

33n polycarbonate 

R10,12,13 

10k 

C12,13 

15n polycarbonate 

R11,14 

IkO 

C14,15 

47u 16V tantalum 

R15 

1M0 



R16 

470R 

Semiconductors 



IC1,2,3 

741 

Potentiometers 



RV1,2,3,4 

22k logarithmic 

Miscellaneous 

RV5,6 

100k logarithmic 

Case, connectors, batteries, C 

RV7 

10k logarithmic 

switch, etc. 





Front panel control layout (left). 


The PCB (above) tucks neatly away at one 
end of the case. Make sure the case is 
deep enough to allow clearance of the 
batteries and potentiometer bodies. 
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Here’s a high power, general 
purpose power amplifier 
module for guitar and PA ap- 
plications employing rugged, 
reliable MOSFETs in the out- 
put. 


THE CIRCUIT USED in the MOSFET 
Power Amp is a deveiopment from 
one pubiished in the Hitachi appiica- 
tion notes for these MOSFETs. The 
originai circuit used very high-gain 
bipoiar driver transistors deveioped 
especiaiiy by Hitachi for use as 
MOSFET drivers. Unfortunateiy these 
devices are at present unavaiiabie in 
Canada. Since these are an extremeiy 
fast device, repiacement by more 
common bipoiars iimits the open loop 
bandwidth and causes the amplifier 
to be unstable. The main departures 
from the Hitachi circuit are therefore 
to ensure a stable design with com- 
mon transistors. 

We used a complementary video 
output pair as drivers, supplying good 
slew rate and Vceo figures at a 
reasonable price. The resulting power 
amp module Is fast and stable, with 
distortion figures completely ade- 
quate even for many high fidelity ap- 
plications. The module is easy to con- 
struct and capable of withstanding 
continued clipping or full-power 
operation for extended periods when 
provided with a suitable heatsink. 


Why MOSFETs? 

The power MOSFET is a relatively re- 
cent development and offers several 
distinct advantages over the more 
common bipolar transistor. To 
understand these differences it is 
helpful to look at some of the 
characteristics of bipoiar output tran- 
sistors. 

Most power amplifiers employ 
bipoiar transistors in a common- 
collector or emitter-follower con- 
figuration. The relationship between 
the output signal voltage and the In- 
put signal voltage is a function of the 
load impedance and the forward 
transfer admittance of the particular 
device. Forward transfer admittance 
Is commonly given the symbol y^g and 
its non-linear characteristic gives rise 
to distortion in the output stage. With 
bipoiar transistors, the greatest non- 


linearity occurs for low input 
voltages, typically between OV and 
0.6V. Once outside this voltage range 
the forward transfer admittance is 
high and quite linear. So most of the 
distortion generated in a bipolar out- 
put stage occurs at low signal 
voltages and Is called crossover 
distortion. 

The most common method used 
to overcome this problem is to make 
use of bias current. A fixed voltage of 
around 0.6V Is applied to the bases of 
the output transistors so that the ap- 
plied signal voltage does not have to 
operate the transistor over the most 
non-linear region. However, a pro- 
blem arises with this technique 
because this voltage must be con- 
trolled extremely accurately. Even 
0.5V In excess of the correct voltage 
will saturate the output devices, pro- 
bably destroying them. Furthermore, 
as the output devices heat up due to 
normal operation, the bias voltage 
must be decreased to maintain the 
same operating conditions. This is 
very difficult to do accurately enough, 
so the power amp is often running 
either with Insufficient bias current or 
is dangerously close to destruction. 

The problem occurs because the 
bipolar transistor has a positive 
temperature coefficient. This means 
that as the temperature of the device 
is increased the collector-emitter cur- 
rent will Increase if the base-emitter 
voltage is held constant. The increas- 
ed current causes further heating and 
a further increase in current. This 
condition Is called thermal runaway 
and results In the destruction of the 
output device. 

Another problem with conven- 
tional bipolar output transistors is 
speed. The techniques used in the 
construction of these devices to en- 
sure broad SOAR characteristics 
(SOAR stands for Safe Operating 
ARea) usually conflict with those to 
ensure high speed. Since the output 
transistors must handle the largest 
currents they are usually the slowest 
devices in the amplifier and deter- 
mine the maximum signal slope that 
can be handled by the amplifier 
before distortion results. Distortion 
generated by this mechanism Is call- 
ed slew-induced distortion and tran- 
sient inter-modulation distortion. 
Once unnecessarily high signal 
slopes have been removed by a 
suitable filter at the Input of the 





power amp the only solution is to in- 
crease the slew rate of the output 
devices. 

One of the major advantages of 
power MOSFETs is their extremely 
high speed. When driven correctly the 
MOSFETs used In this project can 
switch a current of around 2A in 30 
nanoseconds! This is roughly 100 


SPECIFICATIONS - 

Power output 

1 50 W RMS into 4 ohms 
1 00 W RMS into 8 ohms 
(at onset of clipping) 

Frequency response 

20 Hz to 20 kHz, +0-0.5dB 
10 Hz to 60 kHz, +0-3dB 
(measured at 1 W and 100 W levels) 

Input sensitivity 

1 V RMS for full output 

Hum 

-98 dB below full output 

Noise 

- 1 1 4 dB below full output 

Total Harmonic Distortion 

0.006% at 1 kHz 
0.03% at 10 kHz 
(measured at 12 W level) 

Stability 

Unconditional — tested to full output 
driving 3.5 uF short circuit at 1 0 kHz. 
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times the speed of commonly 
available blpolars. Another advan- 
tage of MOSFETs is their very high in- 
put Impedance. Unlike the bipolar 
transistor, they are a voltage- 
controlled device and require only 
enough drive current to overcome 
their input capacitance. Probably 
their most important advantage over 
bipolar transistors, however, is that 
they have a negative temperature 
coefficient. Heating causes an In- 
crease in the resistance of the device, 
so MOSFETs are inherently self- 
protecting. If one part of the device 
attempts to conduct more current it 
heats up more than the surrounding 
region, increasing Its resistance, 
which distributes current over the 
rest of the device. Similarly, if several 
devices are used in parallel, the 
negative temperature coefficient will 
ensure that all devices share current 
equally. In guitar and PA applications 
the negative temperature coefficient 
of MOSFETs provides the amplifier 
with unprecedented reliability, and 
the high speed helps to eliminate the 
problem of slew-induced distortion. 

On the other hand a disadvan- 
tage with MOSFETs arises from their 
relatively low forward transconduc- 
tance when compared to a good 
bipolar transistor. Although the 
transconductance of blpolars Is 
highly non-linear when the base emit^ 
ter voltage Is below 0.6V, It increases 
dramatically once outside this region. 
The MOSFET, although not as non- 
linear for small voltages, never 
achieves the forward transconduc- 
tance of the bipolar transistor. The 
distortion generated by the power 
MOSFETs is therefore higher than 
that of bipolar transistors and must 
be reduced to acceptable limits 
through the use of negative feedback. 
This is not a real problem, however, 
since the high input impedance 
eliminates at least one stage of a 
conventional bipolar amplifier 
design. This allows a simpler circuit 
with fewer active devices and conse- 
quently improved stability margins, 
allowing greater levels of overall 
negative feedback before oscillation 
results. 


Construction 

Construction of the MOSFET Power 
Amp is relatively simple, since all the 
components mount on the pc board, 
including the output transistors and 
power supply components. The 
design of a good pc board pattern is 
often as difficult as the design of the 
original circuit! This Is especially true 
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HEATSINKING 

The heatsink will need to 
dissipate around 100 W when the 
module Is run at full output for 
lengthy periods. A heatsink with 
a thermal capacity of around 
0.65®C/watt Is recommended if 
free-air cooling is contemplated. 

If fan-forced cooling Is con- 
templated, then a heatsink rated 
at 1.2 to TS^C/watt should be us- 
ed. A 225 mm length of commonly 
available extruded ‘fan’ type 
heatsink will do the job. This type 
of heatsink is flat on one side, the 
other side having two sets of fins 
fanning out from a central chan- 
nel. A suitable length will set you 
back about $10. A fan will set you 
back around $20 to $30, unless 
you have one laying around. 


for power amplifiers or any circuit In 
which both large and small currents 
are Involved. The problem of large 
currents occurs because of voltage 
drops across ground return paths, 
destroying the integrity of ground 
reference points for small signal cur- 
rents. To overcome this problem, the 
pc board must be designed to ensure 
the validity of the grounding arrange- 
ment. If at all possible, the pc board 
published should be used, as depar- 
tures from this design could seriously 
affect amplifier performance. 

Commence construction by 
soldering all the resistors onto the 
circuit board with the exception of 
the four OR22 output resistors. These 
effectively connect all the sources of 
the MOSFETs together and make It 
difficult to locate faults in the moun- 
ting of the MOSFETs. Solder the 1W 
resistors slightly above the circuit 


board since these can become hot 
under certain conditions. The com- 
ponents marked with an asterisk on 
the circuit diagram are mounted on 
the rear of the pc board. They should 
be mounted close to the MOSFETs. 
Do not solder the resistors to the rear 
of the circuit board at this stage. 
These are best left until after the 
MOSFETs have been mounted. 

Solder the capacitors onto the 
circuit board with the exception of 
those on the rear of the board and the 
two large electrolytics. The lOOu 
capacitor 03 Is the only other electro- 
lytic, so be careful with the orlenta- 
tlcn of this component. The capacitor 
Is marked to Indicate which of Its 
leads are to be connected to a 
positive or negative voltage. Check 
the correct orientation on the overlay 
diagram. This also applies to the 
diodes and zener diodes used In the 
circuit, which can be mounted next. 

Both the driver and power tran- 
sistors are mounted on a length of 
aluminium angle extrusion, which is 
bolted to the pc board by bolts 
through the transistor mounting 
holes. This is shown In the 
accompanying diagrams. The extru- 
sion is used to conduct the heat 
generated by the output and driver 
transistors to the heatsink, which will 
also be bolted to the extrusion. Drill 
all the necessary holes before pro- 
ceeding further. Make certain the 
holes are free of burrs or shavings 
that might otherwise cut through the 
transistor insulating washers. This is 
best done with a couple of twists of 
an oversize drill (i.e., around 13mm 
diameter). 

The bolts holding the MOSFETs 
In place also serve to make electrical 
connections to the cases of the 
devices. These bolts must be in- 
sulated from the heatsink bracket. 



Compensation capacitors are required for the two 2SK134 output MOSFETs (Q8 and Q9) 
to equalise the input capacitances between the n-channel and p-channel output 
devices. They are mounted under the board as shown here. Solder lugs are placed on 
top of the mounting nuts and held with another nut each. C6 and C7 mount from these 
to the pads shown, while C7 mounts between them. Note the resistors mounted under 
the board. 


ALL 4 mm DIA. 

MATERIAL 40 x 12 x 3 ALUMINIUM ANGLE EXTRUSION 
Drilling details tor the heatsink bracket as- 
sembly. All dimensions are in millimetres. 


BRACKET DRILLING DETAILS 



which will be at ground potential. 
This Is done with the use of short In- 
sulating sleeves cut from a length of 
‘spaghetti’ insulation. Use a small 
quantity of heatsink compound on 
both sides of the transistor Insulating 
washers to ensure good thermal con- 
tact. Insert the sleeves In the holes of 
the heatsink bracket and mount the 
four MOSFETs as shown In the ac- 
companying diagram. 

The four driver transistors can 
now be mounted. Again, use tran- 
sistor Insulating washers between 
the metal sides of the transistors and 
the heatsink bracket, although In- 
sulating sleeves are not necessary. 

Once ail the transistors have 
been mounted on the heatsink 
bracket use a multimeter to check for 
any short circuits to the heatsink 
bracket by measuring the resistance 
from the case of each MOSFET, and 
from the centre lead of each driver 
transistor, to the bracket. The 
measurements should show open cir- 
cuit on ail transistors. If a short does 


exist the transistor should be remov- 
ed and remounted, possibly with a 
new insulating washer. Finally, solder 
the leads to the transistors. 

Once the MOSFETs and drivers 
have been mounted, the remainder of 
the components can be mounted on 
the pc board, including the small 
signal transistors and the com- 
ponents on the rear of the pc board. 
Mount the two 800du electrolytic 
capacitors last. Mount the four OR22 
resistors now, leaving around 5mm 
between the resistor and the board. 
Ensure that all components mounted 
on the rear of the pc board are 
mounted close to the board with their 
leads cut as short as possible. 

The output Inductor, L1, Is form- 
ed by winding 20 turns of 0.8 mm 
enamel wire around a 14 mm former. 


Powering up 

Supply fuses have not been included 
on the pc board because the resulting 


resistance necessitates the use of a 
second set of electrolytic capacitors 
close to the output devices. To pro- 
tect the loudspeakers In the case of 
failure of the power amp a fuse 
should be used In series with the 
loudspeaker cable. 

Before powering up check all 
stages of construction. Including the 
orientation of all polarised com- 
ponents. Check that no shorts exist 
between the cases of the output 
devices and the heatsink bracket. 
Mount the heatsink bracket to a 
suitable heatsink, again using heat- 
sink compound to ensure good ther- 
mal contact. Do not connect a 
loudspeaker at this time. Adjust RV1 
to centre and RV2 fully 
counterclockwise, as viewed from the 
positive rail side of the pc board. If all 
is In order, connect the module to the 
power transformer and switch on. Us- 
ing a multimeter on the IV range, ad- 
just RV2 so that the voltage between 
the ends of RV2 reads 0.8V. Now ad- 
just RV1 so that the voltage between 
the output terminal and ground is as 
close to zero as possible. Ideally, a 
digital multimeter should be used for 
this measurement since most 
analogue meters do not have the 
necessary resolution. Adjust TV1 to 
achieve a dc voltage on the output of 
less than 10 mV, If possible. If your 
multimeter does not allow measure- 
ment of voltages this small, leave 
RV1 set at the centre position. When 
both of these adjustments have been 
made, the module is ready for opera- 
tion. 
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Resistors (all V 2 W, 5% unless stated) 

R1,2 

100k 

R3,11 

Ik 

R4,5, 18-21 

220R 

R6,7 

3k9 

R8 

22k 

R9 

680R 

RIO 

10k 

R12,15,16,17 

100R 

R13 

33k 

R14 

10k 1W 

R22-25 

0R22 W 

R26 

4R7 1W 

R27 

1R 1W 

RV1 

100R preset 

RV2 

250R preset 

Capacitors 

Cl ,9 

220n 

C2 

2n2 

C3 

100U/25V electrolytic 

C4 

33p ceramic 

C5 

6n8 


C6,8 330p ceramic 

C7 47n 

C10,11 100n 

C12,13 8000U/75V electrolytic 


Q1,2,3 BC546 

Q4,6 BF470 

Q6,7 BF469 

Q8,9 2SK134 Hitachi MOSFET 

Q10,11 2SJ49 Hitachi MOSFET 

D1-4 1N914 

D5-8 1N5404 

ZD1,2 12V 400m W zener 

Miscellaneous 

pc board; plastic bobbin; 5 A fuse 
(speaker fuse, not mounted on pc 
board); fuse holder; 1m of 0.8mm 
enamel-covered copper wire; 155mm 
length of aluminum extrusion, 40mm x 
12mm, for use as the heatsink bracket; 
assorted nuts and bolts, hookup wire. 


etc; two solder lugs. 


Special Note: 


The tricky bits are the semiconductors. The bipolar 
transistors, as you may have noticed, have rather 
unusual numbers. These are European parts, as 
there just aren’t suitable 2N types to do the Job (that 
don’t cost a fortune and come in 1000 lot 
minimums). However, Philips of Canada assures us 
that all Philips distributors carry these little fellows, 
or can get them. Readers are urged not to try to 
substitute these transistors. 

The output devices have been specially im- 
ported for this project by our friends: 

Altair Electronics 
660 Progress Ave., 

Kingston, Ont 
K7M 4W9 

Phone: (613) 384-3876. 

They’re priced at $7.95 each. Readers having dif- 
ficulty finding these transistors may contact us for 
a list of Philips distributors. 



NOTE: DO NOT INTERCHANGE 
CONNECTIONS TO TRANSFORMER 
CENTRE TAP AND LOUDSPEAKER GROUND 


FROM POWER TRANSFORMER 



! 




D 

rrjn 




4J bolt 


r~l transistor 


y/y\ : u 


insulating 
' washer 

bracket 

^mbly 


i pc board 


D 


rrjn 


sleeve 

insulator 

flat 

washer 

lock 

washer 


Exploded view of how to mount the output 
devices to the bracket and pc board. 


For the R26-C29 network to pro- 
vide an effective high frequency 
load to the output stage It is im- 
perative that C9 (220n) have low 
self Inductance. From ex- 
perience, we have found Philips 
polycarbonates meet this re- 
quirement. High frequency in- 
stability, If not outright oscilla- 
tion, may result if this require- 
ment is not met. 

To a lesser extent, the same 
applies to C7, C10 and C11. Note 
that C7 ac-couples the sources of 
Q8 and Q9 together, so that the 
self Inductance of the source 
ballast resistors R22 and R24 is 
no longer Important, preventing 
high frequency instability in this 
section of the output stage 
brought about by the inductance 
of the wirewound ballast 
resistors. 


Performance 

We have tested the prototype into 
both inductive and capacitive loads 
and at all times it performed impec- 
cably. The sound is clean and smooth 
with no sign of the harshness 
sometimes experienced with tran- 
sistor power amps. The high speed of 
MOSFETs helps to ensure freedom 
from slew-induced distortions and 
the amp clips cleanly with no sign of 
instability. 
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The circuit is a development from one 
published in Hitachi’s application notes for 
these MOSFETs. The original circuit uses 
driver transistors designed by Hitachi for 
use as MOSFET drivers. Unfortunately 
these devices are not available at the pre- 
sent time, so most of the differences are to 
ensure stability and low distortion with a 
more readily available driver. We have used 
the BF469, BF470 complementary video 
output pair. These transistors provide the 
necessary speed so as not to degrade the 
performance of the output transistors. 

One of the most difficult stages in the 
development of an amplifier module of this 
type is the pc board design. Separation of 
the large currents flowing to the electrolytic 
capacitors from signal ground is absolutely 
imperative if low distortion is to be obtain- 
ed. An earlier pc board using exactly the 
same circuit gave distortion figures as high 
as l^^^o when driven into 8 ohms at around 
10 W RMS! The problem was simply in- 
teraction between charging currents to the 
electrolytic capacitors and the ground 
reference to the input differential pair. For 
best performance use the pc board design 
published with this article and pay special 
attention to all ground and supply connec- 
tions. In particular ensure that the connec- 
tions to the centre point of the transformer 
and the loudspeaker ground are soldered in- 
to the correct positions on the pc board. 
Although these two points are immediately 
adjacent on the pc board they are not 
equivalent electrically due to the slight 
resistance of the board. If these wires are 
connected the wrong way around the distor- 
tion will be increased possibly by as much 
as 20-30 dB! 

Transistors Q1 and Q2 form an input 


differential pair. Their function is to com- 
pare the output signal with the input signal 
and drive the voltage amplifier transistors 
in the driver stage with the necessary correc- 
tion signal, sometimes called the error 
voltage or error signal. The base of Q1 is 
held at ground potential by resistor R2. 
Capacitor Cl in conjunction with R2, R3 
and C2 forms an input filter, which defines 
the upper and lower 3 dB points of the 
amplifier. This filter therefore restricts the 
maximum possible signal slope capable of 
being driven to the input of the differential 
pair. This is an essential function since it 
eliminates slew-induced distortions such as 
TIM, provided that the rest of the power 
amp has a slew rate in excess of this limit. 

' The gain of the differential pair is 
around 17, so most of the open loop gain is 
done by the driver transistors Q4 and Q5, 
and their associated current mirror formed 
by Q6 and Q7. The series RC network C4, 
R12 ensures stability of the amplifier by 
decreasing the gain of the driver stage at 
very high frequencies, while keeping the 
phase shift produced within 90°. 

As stated above, transistors Q6 and Q7 
form a current mirror. The purpose of these 
devices is to ensure the current through the 
two driver transistors remains identical. At 
the same time the very high impedance 
represented by Q7 on the collector of Q5 
ensures high open loop gain, and conse- 
quently low distortion through the relative- 
ly large amount of negative feedback 
available. RV2 varies the voltage between 
the gates of the output MOSFETs and 
therefore the amount of bias current 
through the output transistors. If the 
voltage across this preset is set to around 
0.8V the bias current will be approximately 


80 mA, which is about right. If the bias cur- 
rent is decreased completely by turning RV2 
fully away from the MOSFET end of the 
board, the MOSFETs will remain off until 
a signal is fed to the input. This is pure class 
B operation and results in the coolest opera- 
tion of the power amplifier. The disadvan- 
tage, however, is that a slight increase in 
distortion, called crossover distortion, will 
result. In PA or guitar applications this is 
not a problem, so the amplifier can be used 
in this mode without hesitation. 

The diodes D3, D4 and the zener 
diodes ZDl and ZD2 ensure that the 
voltage between the gates of the FETs and 
their sources never exceeds 12.6 V, the most 
common cause of MOSFET failure. 

Capacitors C6 and C8 equalise the 
capacitive input characteristics of the 
MOSFETs and make it considerably easier 
to correctly stabilise the output stage. 
Capacitor Cl brings the sources of the two 
2SK134 MOSFETs to the same potential at 
high frequencies, and overcomes possible 
problems that might otherwise be caused by 
inductance in the source resistors R22 and 
R24. 

The four resistors R22-R25 help to 
match the difference between the 
characteristics of the different output 
devices. 

The passive filter network formed by 
R26, C9 ensures that the module always has 
a load at high frequencies. If the amplifier 
is tested with large high frequency 
sinewaves this resistor will become extreme- 
ly hot, but this does not indicate a fault 
condition. The inductor LI and the resistor 
R27 help to ensure total stabillity into 
capacitive loads, such as when driving ex- 
tremely long loudspeaker leads. 


I 


1 

\ 
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W l hen you’re making out your will, you should provide, first and foremost, 
r for your loved ones and friends. But after they’re looked after, 
then what? 

We ask you to consider leaving something to the Canadian Cancer Society. 
Why? Simply, because we need it. 

The funds we receive from our annual fund-raising campaign cover only 
approximately two- thirds of the money we are committed to spend. The rest 
comes from bequests, and other kinds of special gifts. 

Please help us find the light at the end of the tunnel by inserting this one 
small sentence in your will: give to the Canadian Cancer Society the residue 

^ You will be leaving the rest to us. Canadian Cancer Society 


CAN CANCER BE BEATEN? YOU BET YOUR LIFE IT CAN 
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Sound 

Bender 

This neat little ring modulator 
has a built-in wide-range 
sine/triangle modulation 
oscillator and a ‘pan pot’ out- 
put mixer, but can be built 
(less the case) for under 
$ 25 - 00 . 



ONE OF THE MOST popular types of 
cheap sound-effects units is the so- 
called ‘ring modulator’ or four- 
quadrant multiplier. These units have 
two inputs, one being a voice or 
music audio signal and the other be- 
ing a simple sine or triangle oscillator 
waveform. The output of the unit is 
equal to the product of the two in- 
stantaneous signal amplitudes. In 
other words, the oscillator effectively 
amplltude-modulates the voice/music 
signal, to give some very Interesting 
changes in the apparent signal con- 
tent of the original voice/music 
material. 

The ETI Sound Bender is a fully 
self-contained version of the popular 
ring modulator circuit. Naturally, 
however, our project has few special 
features. First, It has a built-in 
modulation oscillator that can span 
the frequency range 3 Hz to 5 kHz us- 


ing a single control pot and which 
can produce either sine or 
symmetrical-triangle output 
waveforms. Second, the actual ring 
modulator Is based on a precision 
four-quadrant multiplier circuit that is 
integrated into the oscillator chip; the 
multiplier balance Is externally ad- 
justable, enabling the unit to be used 
either as a ‘sound bender’ or as a sim- 
ple sine/triangle audio generator. 
Finally, the unit incorporates a two- 
channel audio mixer In Its output 
stage, which enables the original and 
modulated audio signals to be mixed 
in any desired ratio (ranging from ‘all 
original’ to ‘all modulated’) by a 
single pan-pot type control. 

Our unit is designed to operate 
from nominal audio input signal 
levels of about 100mV RMS or greater 
and can simply be Interposed bet- 
ween the output of the preamplifier 


and the input of the main amplifier of 
an existing audio system. The unit is 
battery powered by a stack of eight 
1V5 cells and typically consumes 
about 12 mA. 

Construction 

The ETI Sound Bender is a fairly sim- 
ple project and construction should 
present very few problems. Build up 
the PCB as shown by the overlay, 
noting the use of 16 Veropins to 
facilitate the circuit Interwiring, then 
fit the PCB Into a suitable case and 
conriplete the Interwiring to the off- 
board components, noting that the 
two halves of RV4 are connected In 
opposite directions. On our prototype 
unit the four control pots are fitted on 
the unit’s front panel and the two 
switches and the Input/output ter- 
minals are fitted on the rear panel. As 
you can see from the photographs, 







Miscellaneous 

SW1,2 SPOT miniature toggle 

SK1,2 phono sockets 

PCB 

battery holders (two off). 
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RV3 WIPER 


Parts List 


Resistors 
(all V4W, 5%) 
R1 

100k 

R2,9,10,11 

1M0 

R3,12,14 

10k 

R4 

4k7 

R5,6 

47k 

R7 

2k2 

R8 

220R 

Potentiometers 

RV1 

10k linear 

RV2 

4k7 linear 

RV'3 

2M2 linear 

RV4 

100k dual linear 

Capacitors 

C1 

220n polycarbonate 

C2 

lOOu 16V PCB elec- 

C3,6,7 

trolytic 

470n polycarbonate 

C4 

lOOn ceramic 

C5 

lOu 25V axial elec- 

C8 

trolytic 

470u 16V PCB elec- 

C9 

trolytic 

4u7 16V axial elec- 

trolytic 

Semiconductors 

IC1,3 

741 

IC2 

XR2206 


the circuitry and battery pack make a 
fairly tight fit In the case. 

The unit Is very easy to use. 
Simply connect the output to an 
audio pov\/er amplifier/speaker com- 
bination, adjust RV2 (null) for zero 
output tone, then connect a voice or 
music input signal and see how the 
sound can be ‘bent’ using the fre- 
quency and mix controls. Level con- 
trol RV1 Is simply adjusted to give 


good sensitivity without amplitude 
limiting (clipping). 

To use the unit as a simple audio 
generator, turn the input level control 
down and set the mix control (RV4) to 
give a ‘modulation only’ output, then 
adjust null control RV2 to give the 
desired output signal amplitude. RV3 
then acts as the frequency control 
and SW1 gives selection of either 
sine or triangle output waveforms. 


+12V VIA SW2 


RV2 


RV2 SW1 

RV4b WIPER RV4a (SINE) 


RV1 WIPER 


RV4b WIPER 
RV4a 
RV4a & RV4h< 
RV2 

COMMON TO 
RV1 & RV3 


SW1 COMMON 


I— HOW It works 

The heart of this unit is 1C2, an XR2206 
function generator chip that incorporates a 
wide-range sine/triangle waveform 
generator and a precision four-qutdrant 
multiplier within a single package. The out- 
put of the waveform generator is internally 
connected to one input of the multiplier, 
and the other input of the multiplier is ac- 
cessible at pin 1 : the output is available at 
pin 2. 

In our application, the generator can 
produce either sine or symmetrical-triangle 
waveforms, depending on the setting of 
SWl, and its frequency (determined by 
C4-R7-RV3) can be varied over the range 3 
Hz to 5 kHz via RV3. The pin 1 input of the 
multiplier is biased by RV2, which is nor- 
mally adjusted to balance the multiplier so 
that it produces zero output when zero 
signal input is applied to pin 1. 

The audio input signal is applied across 


Everything does fit 
in the case, but 
oniy just! 


RVl and a fraction of this signal is tapped 
off and applied to XIO amplifier ICl. The 
output of ICl splits into two paths, with 
one path passing to one input of two- 
channel audio mixer IC3 via RV4b, and 
with the other path passing to the input (pin 
1) of 1C2, which has its output (pin 2) taken 
to the other input of the IC3 mixer via 
RV4a. Note that mix controls RV4a and 
RV4b are connected in opposite directions 
so that they control the mixing action in 
‘pan pot’ fashion, giving a final output 
from 1C3 that ranges from ‘all original 
signal’ to ‘all modulated signal’ in the ex- 
treme settings of RV4. The output 
amplitude of IC3 is divided by 10 (by 
R12-R13), so that the final output signal 
has an amplitude roughly equal to that of 
the input signal feeding ICl, thereby giving 
the Sound Bender a good overall signal-to- 
noise ratio. 


OV (OUTPUT) 
OUTPUT 


Fig. 2 Component overlay. 



LED Level 
Meter 



Fig. 1 ‘Ballistics’ of a VU meter compared to conventional moving- 
coil meter. 


The LED level meter described 
here is ideal for any applica- 
tion requiring a wide dynamic 
range ievei dispiay. Naturaiiy, 
two are required for stereo ap- 
piications. 


THE ETI LED LEVEL meter overcomes 
a number of the drawbacks inherent 
in mechanical VU meters by replacing 
the meter movement with a row of 
light emitting diodes driven by a pair 
of dB LED display drivers. Twenty 
LEDs are used, with 3 dB between 
each LED, so the total dynamic range 
displayed Is 60 dB. The circuit 
monitors both the true peak and the 
average signal level and displays 
both simultaneously. The difference 
between the peak and the average 
voltages of a sinewave is around 3 
dB, so with a sinewave applied con- 
secutive LEDs will light. With music 
applied however, the difference bet- 
ween the two LEDs will be substan- 
tially greater, depending on the tran- 
sient nature of the signal applied. 

Fig. 2 shows a complete circuit 
diagram for the LED level display. The 
Input is fed first to a prescaling 
amplifier formed by an LM301 op- 
amp, IC1, and the associated passive 
components. This stage has ad- 
justable gain, set by the preset RV1 
that allows the 0 dB point to be set to 
the desired reference voltage. This 
will be covered in greater depth later, 
in the setting up procedure. The out- 
put of the prescaling stage is con- 
nected to the input of a full wave rec- 
tifier formed by IC2 and Its 
associated components. The output 
of the full wave rectifier is fed to an 
averaging filter formed by R9 and C6, 
and to a peak follower formed by IC3 
and associated components. The 
peak follower has a rapid attack/slow 
decay characteristic so that It 
responds quickly to any transients 
but decays slowly so the transient 
can be seen easily on the display. The 
outputs from the peak follower and 
the averaging filter are connected to 
the inputs of two CMOS analogue 
switches. 

The outputs of these switches 
are connected together and go to the 


input of the LED display. Two more 
CMOS switches are used to form a 
square wave oscillator. This 
oscillator has out of phase outputs 
used to drive the signal-carrying 
analogue switches alternately off and 
on at a relatively high frequency. 
When the switch connected to the 
output of the averaging filter is on, 


the average signal voltage is con- 
nected to the input of the LED 
display. This switch is subsequently 
turned off by the oscillator and the 
other analogue switch turned on, con- 
necting the output of the peak 
follower to the LED display. So, only 
one of the two LEDs is on at any Ins- 
tant, but the rapid switching speed 



Full-size reproduction of the completed project. Note the components are laid flat to 
permit close stacking of two boards for a stereo display. 


between them and the persistence of 
vision make them both appear to be 
on. 

Input signals to the LED display 
portion of the circuit are fed 
simultaneously to the LM3915 driving 
the upper 30 dB display and via a 
voltage amplifier to the lower 30 dB 
display. 

The resistors R26 and R27 set 
the reference voltage of IC7 at 3.1 V 
and 30 dB below this voltage is 


log-^,or98 mV. 

Now, the top LED driven by ICO must 
correspond to this voltage, so the re- 
quired gain around ICS Is 5.34/98 mV 
or 54.6. The values of the resistors 
R19 and R18 set this gain at 
(180 -i- 33 -I- 3.9)/3.9 or around 56 which 
is a good enough approximation, 
amounting to an error of less than 0.5 
dB. 


Internally, the LM3915 consists 
of a string of comparators; each one 
compares the Input signal to a 
reference voltage It derives from a 
ten-way potential divider (see Fig. 
3). The accuracy of the LM3915 is 
determined by these Internal 
resistors and is therefore very good. 
To ensure the display is accurate over 
the entire 60 dB range it is only 
necessary to ensure that the 
changeover from one LM3915 to the 


LED1-10 


LED11-20 
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I 


Other Is accurate. Resistors R18, R19, 
R22, R24, R26, and R27 have been 
specified as 1% tolerance types for 
this reason. 

Transistor Q1 forms a simple 
voltage regulator delivering 5V to the 
LEDs. This decreases the power 
dissipation In the LM3915S. The cur- 
rent consumption from the positive 
rail Is around 100 mA while the 
negative rail needs only several 
mllllamps. If the display Is to be used 
from an existing power supply In a 
preamplifier for example, care should 
be taken to ensure that the relatively 
high positive rail current does not 
upset the preamplifier performance. 

Construction 


R1 



Start construction by mounting the 
LEDs. This is by far the most difficult 
part of the project. The LEDs must be 
Inserted evenly and with equal 
heights, and this is not easy. Further 
more, the LEDs must be inserted the 
right way around. The longer of the 
leads represents the anode of the 
LED. Check the orientation of each 
LED against the overlay, before 
soldering. 

Now all the other components 
can be mounted. The order of moun- 
ting Is not really important although It 
Is good general practice to solder the 
passive components first (resistors 
and capacitors), and then solder the 
ICs and transistors. The presets are 
mounted against the circuit board 
and this Is best done by bending their 
leads at right angles first, and then 
soldering. Similarly, many of the 
larger capacitors may have to be fold- 
ed against the board. Be careful with 
the orientation of all polarised com- 
ponents, such as transistor Q1 and 
the electrolytic and tantalum 
capacitors. Tantalum capacitators 
are very Intolerant of reverse biasing. 

Setting Up Proceedure 

Once all the components have been 
mounted on the pc board and check- 
ed, the unit can be switched on. En- 
sure that the power supply you are us- 
ing has sufficient current capability 
for the positive rail and that It Is cor- 
rectly connected to the supply points 
on the circit board. If the input Is 
touched with a finger two LEDs 
should light and move up the display. 
If all Is well the dc offsets can now be 
adjusted. The preset RV2 adjusts the 
dc offset of the peak follower. This 
will be adjusted to equal the dc level 
of the average filter, I.e. that from the 
output of the full wave rectifier. The 
overall dc offset can be nulled by 


Fig. 3 internal block diagram of the LM3915. 



Fig. 4 Accuracy of the ETI LED level meter display (dots) compared to 'perfect accuracy’ 
(line). 
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RV3. 

First connect the input of the 
LED ievei meter to ground on the 
board. This ensures that no signal 
voltage will be present when the ad- 
justments are made. Now turn both 
RV2 and RV3 fully clockwise; both 
LEDs should run off the bottom of the 
display. Turn RV3 slowly counter- 
clockwise until the second LED from 
the bottom has just turned on. If RV2 
Is now turned counterclockwise also, 
a second LED will light on the 
display. This Is the peak level LED. 
Adjust RV2 to superimpose this LED 
onto the second bottom LED. Now ad- 
just RV3, turning it clockwise again 
until the LED has just run off the bot- 
tom of the display. 

The final stage In the setting up 
procedure is to align the meter for the 
appropriate 0 dB level. Preset RV1 
varies the gain of the prescaling 
amplifier stage formed by IC1. Adjust- 
ment of this preset will vary the Input 
voltage required to light the top LED 
between 260 mV and 2.5 V. If your ap- 
plication requries 0 dB to be a higher 

— HOW It works 

The input stage consists of a variable gain 
amplifier formed by ICl and its associated 
components. This is a conventional IC 
amplifier circuit in which the gain is deter- 
mined by the values of the components 
RVl, R3 and R2. Specifically: 

R2 + R3 + RVl 
= R2 

So the bigger the value set on RVl, the 
greater the gain. Capacitor C2 has the ef- 
fect of decreasing this gain for very low fre- 
quencies, or dc, decreasing the dc offset on 
the output. 

The second stage is the full wave rec- 
tifier or ‘absolute value generator’. As men- 
tioned in the text, most full wave rectifiers 
require more than a single op-amp, so this 
stage will be of use in any application re- 
quiring a full wave rectifier with minimum 
component count. For negative-going 
signals the stage functions as an inverting 
amplifier with a gain of 0.5. This is deter- 
mined by the values of R5 and R7. when the 
input signal goes positive the output is 
driven hard against its negative supply 
voltage, which in this case is 0 V. So the 
output stage is turned off, and has a 
relatively high output impedance. In this 
state the resistors R5, R7 and R8 form a 
potential divider and connect the input 
signal to the output directly. Again, the 
output voltage is one half of the input 
voltage. In order for this circuit to work, 
the output stage in the op-amp must be 
CMOS so that the output can go completely 
to OV and have an output impedance high 
enough not to short out the signal voltage 
from the potential divider. This is the 
reason the CA3130 is used. Furthermore, 


voltage than 2.2 V, use a potential 
divider at the input to decrease the In- 
put signal voltage. If more gain Is re- 
quired increasing the value of the 
preset from 25k to 100k will decrease 
the necessary input voltage to around 
70 mV, which should be sufficient for 
most applications. 



this is a relatively fast device which ensures 
that the full wave rectifier will have a fre- 
quency response that covers the entire 
audio spectrum. The one disadvantage of 
the circuit is that it requires a high load im- 
pedance since the output signal for positive- 
going input signals is obtained from the 
potentieil divider and not from the op-amp 
itself. In this application the load is around 
100k (R9) which causes negligible error. 

The output of the full wave rectifier is 
fed simultaneously to an average filter 
formed by R9 and C6, and to the peak hold 
circuit formed by IC3 and its associated 
components. The peak hold circuit is really 
nothing more than a ‘precision diode’ that 
charges a capacitor to the peak voltage. The 
precision diode is formed by including a 
conventional signal diode in the feedback 
loop of a fast op-amp. If an input signal is 
applied which is less than the forward 
voltage drop of the diode, the stage is effec- 
tively in open loop gain (around 320,000 for 
the CA3130). The output voltage will rise 
veiy quickly, turning the diode on. Since 
the output of the diode is connected to the 
inverting input of the op-amp, the stage 
functions with unity gain once the diode has 
been turned on. Capacitor C5 ensures 
stability of the stage while preset RV2 
allows adjustment of dc offsets due to this 
stage. The output of the peak hold circuit 
charges capacitor Cl through resistor RIO. 
The combination of RIO and C7 defines the 
attack rate of the peak detector. 

As shown, the value of RIO is 10 ohms 
and this is small in comparison to the out- 
put impedance of the CA3130, but is in- 
cluded in case some applications require the 
peak detector to have a slower attack rate. 
With the values shown, the LED leyel meter 



Close-up of the pc board showing orienta- 
tion of the LEDs. iC7 at lower right. 


A typical ‘music’ signal may have a com- 
pletely different peak-to-average ratio 
compared to a sinewave, and the peaks 
are often not symmetrical in amplitude 
about the zero axis. The duration of peaks 
may be as short as 50 microseconds. 


will display single 50 uS pulses accurately 
and this is entirely adequate for any audio 
application. 

Resistor Rll discharges the capacitor 
and its value of 100k dictates a decay rate of 
around one second. This gives the level 
meter its rapid attack, slow decay 
characteristic and enables even short tran- 
sients to be spotted. 

As explained in the text, both the 
average and the peak levels of the signal are 
displayed simultaneously. This is ac- 
complished by multiplexing the outputs of 
the peak and average detectors. This is done 
by switching between the output of these 
two circuits at a relatively high frequency 
(say a few hundred Hertz). In the circuit, 
this is done with CMOS transmission gates. 
The 4066 was chosen mainly because its on 
resistance is a little lower than the older 
4016 and this enables the remaining two 
gates in the package to be used as the driv- 
ing oscillator. The oscillator is formed by 
resistors R12 to R15 and capacitor C8, with 
the associated two transmission gates. The 
frequency of the oscillator is determined by 
the values of R13 and C8 at around 150 Hz. 

IC5 functions as an amplifier stage as 
discussed in the text. Once again dc offset 
adjustment is provided, this time by RV3. 
Capacitor CIO provides the necessary com- 
pensation to ensure stability. Details of the 
two LED drivers and the amplifier formed 
by IC5 are in the main text. 

The transistor Q1 and the associated 
components R21, C15 and ZDl form a sim- 
ple 5V regulator to power the LM3915s. 
Capacitor Cl 4 is essential for stability of 
the LED drivers and must be mounted close 
to the LEDs. 
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— Parts List 

Resistors (alIVtW, 5% unless marked 
otherwise) 

R1 ,23,25 
R2 
R3 
R4 

R5,14,15 
R6,8 
R7 

R9,11,13 
R10 
R12 

R16,17,21 
R18 
R19 
R20 
R22,26 
R24 
R27 
R28 
RV1 

RV2, RV3 

Capacitors 

C1 1u/6Vtant. 


C2,14 

22U/16V tant. 

C3 

33p ceramic 

C4,5,10 

68p ceramic 

C6,7 

2U2/25V tant. 

C8 

lOn 

C9 

47n 

C11, 12,13 

IOu/25 V tant. 

C15 

4U7/16V tant. 

Semiconductors 

1C1 

LM301, 8-pin DIL 

IC2,3,5 

CA3130, 8-pln DIL 

IC4 

4066 

1C6,IC7 

LM3915 

D1,D2 

1N914 or sIm 

ZD1 

5V6 zener diode 

Q1 

TIP29C 

LED1-20 

Siemens LD80-2 or sIm. 


Miscellaneous 

pc board one bolt and nut. 


22k 

1k2 

2k2 

10M 

10k 

15k 

4k7 

100k 

10R 

1M 

Ik 

3k9 1 % 

180k 1% 

100R 
470R 1% 

1k5 1% 

680R 1 % 

33k 1 % 

25k min trimpot 
100k min trimpot 
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QUALITY 


SERVICE 

AVAILABILITY 


pr(^es/ors/mefnoriSs, m/crdc 
f^/s / nd f/e c t/oniccompon hi 


f^bbyhti 


\ous 




I Quality Boards & Kits All Apple^*^ Compatible = 


Case 


65.00 


New 6502 Mark 1111 
I 64K RAM plus built-in Z-80 

6502 Mark V 

! Has on board provision for 
1 192KRAM $CALL 


Terms: Send Cheque or Money order (Allow 2 S 
weeks for personal cheque). Credit cards p 
welcome. No COD., Quebec Res. add 9%E 
sales Tax. Min. order 10.00. Add 5% for shIpp- = 
ing and handling. 20% restocking fee for^ 
returned merchandise. Prices and availability s 
subject to change without notice. Do not send 3 
cash. “ 

Dealers Inquiry ;| 

Welcome 


6420 RUE VICTORIA 
SUITE 3 

MONTREAL, QUEBEC. 
H3W 2S7 

Tel. (514) 733-5612 




I B. Keyboard 99.00 


Disk Controller Card 69.00 b 

80 Column Card 89.95 3 

‘New Printer Card 99.00 3 

EPROM Programmer Card 89.95 s 

Z-80 Card 85.00 3 

New RAM Card (Cable Less) 75.00 3 

‘Communication Card 95.00 E 

‘6522 via Card 95.00 = 


‘Buffer Board 16K (For Printer) 165.00 3 
Universal Card (Prototype) 3 

Price for above PCB $10.00 ea.,s 
‘ $15.00 ea., kits also available. 3 


6502 kit (w/blank ROM) 249.95 S 

Switching power supply 5V/5A, 12V/3A, E 
-5V/y2A, -12V/y2A 99.00 = 

Super special this month 3 

(Qty. limited) only E 

6502 48K tested & assembled 559.00 = 
6502 48K kit A-i-B-i-C-i-D only 489.95 E 
Joystick (self-centering) 30.00 S 


ACTIVE, YOUR 
NUMBER ONE 
CHOICE 


/ Baxter 1 

/ 1050 Ba 

/ Ottawa, 

/ K2C 3R 

/ /C-l Qt O'! 

Centre 48 

i/ter Road Dc 

yont. m: 

t (4 

rLQyl71 J 
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Optimise your tapes. Record your optimisa- 
tions. Record your tapes. Tape your records. 
The iist goes on and on. 


YOUR ATTENTION, please. We have just developed a 
new magnetic recording tape of hitherto unheard-of 
audio fidelity and generai universai spiendor. The back- 
ing is pressed from tri-poiyetheiate-chloromethostyro- 
esterine, a revoiutionary new piastic which was 
discovered by a Mongoiian gerbii farmer who dabbied in 
molecular physics. The recording oxide is made from a 
new alloy of Uranlum^^s and neon gas, which can be 
utilised at an astounding 24 dbm, yielding a signal to 
noise ratio of 10^ Users of this new tape should be 
aware, however, that due to the highly radioactive 
nature of the recording medium, a minimum of three in- 
ches of reactor grade lead shielding should be 
employed between the operator and the cassette deck. 

You should also keep In mind that a slight readjust- 
ment of the bias of your tape recorder may be required 
in order to make full use of the properties of this new 
tape. 

Iron Filings 

Magnetic recording tape Is usually a plastic ribbon, 
often not having been discovered by a Mongolian gerbll 
farmer, coated with a magnetic material, such as iron 
oxide. There are several other mediums currently in use, 
such as chromium dioxide, and so forth, but they all 
work In much the same way. When you buy the tape, the 
particles of the recording medium are arranged In a ran- 
dom pattern on the backing. When you run it through 
the recorder, they get positioned so as to represent the 
change in flux density corresponding to the audio 
you’re trying to record. They get set up this way by the 
changing magnetic field of the recording head. 


It would be handy if you could just fire some audio 
into a tape head and have it Impressed on the tape, but, 
sadly, this is not where it’s at. The particles on the tape 
have to be physically repositioned by the recording 
head’s field, which requires a fair bit of energy at first, In 
order to get them going. Thus, the tape would be very 
non-linear when small signals were happening, and 
would produce something similar to cross over distor- 
tion on larger ones. A drag, to be sure. 

Therefore, we have bias. Bias is an ultrasonic sine 
wave which rides Into the recording head along with the 
audio. It is much too high in frequency to be recorded, 
but It does stir up some unrest among the particles, and 
makes them much more receptive to being Influenced 
by the audio signal. The result Is that the tape becomes 
much more se nsiti ve, and much more linear. 

the level of the bias signal is actually quite critical; 
too little, and the tape will not be as sensitive as it could 
be, and too much, and the high frequency component of 
the signal will actually partially erase itself. The op- 
timum bias point, on modern cassette recorders, can be 
found by simply setting the level for a reasonably flat 
frequency response. 

In fact, this can be simplified even more, for most 
situations, by getting the machine to be equally sen- 
sitive to two carefully chosen frequencies. In other 
words. If the low frequency response is equal to the 
high frequency response, we’re laughing. This little pro- 
ject will do just that, with no fiddling around with the ol’ 
function generator and ‘scope. It will allow you to quick- 
ly check the bias setting for each type of tape you use in 



your deck, and, if you want to crawl Inside with a 
screwdriver, to optimise the settings for your favourite 
tapes. 

Getting It Together 

The easiest approach to building the optimiser is to use 
our PCB. For one thing, it holds the trim pots. There Isn’t 
anything tricky in building the project. A ’scope would 
be helpful In setting It up, but you can get by without 
one. 

Set RV5 to mid position, and RV3 to maximum. 
With the circuit running, twist RV1 to produce a 4 volt 
triangle wave at pin 2 of IC2. Then rotate RV3 until you 
get it looking like a clean sine wave, at about 2 volts. 
RV2 sets the low frequency tone, and RV4 the high. 
These should be 400 Hz and 12.5 kHz, respectively. If 
you haven’t got a way to measure these frequencies, 
you can use fixed resistors for these pots, 250K for the 
low and 12k5 for the high, which will get you pretty 
close. The absolute frequencies aren’t too Important. 


Using it 

Using the optimiser Is simple. Drop in the tape you want 
to check, and set your tape bias selector switches to the 
appropriate positions. Leave the Dolby off. Record the 
two tones at 0 vu, and then play them back. The levels of 
playback, as shown on the recorder’s meters, will in- 
dicate whether the two tones have. In fact, come off the 
tape at equal levels. If they differ significantly, you 
should adjust the bias setting to get them as close as 
possible. 
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Fig. 3. The PCB 


Tape Recorder Optimiser 
Note: Cassette tapes are very easy to 
overload at high frequencies; this will 
make it appear as though the playback 
level at 12 KHz is too low, even though 
the machine is correctly adjusted. To 
avoid this it may be necessary to 
record the test tones at -10 VU or less. 


f 



HOW It works 

Most of the work is taken care of by 1C2. 
This chip generates a triangle waveform 
which is shaped internally to produce the 
sine wave output. Frequency is controlled 
by the value of C4 and choice of resistance 
from pin 7 or 8 to the negative supply. Only 
one resistor is actively connected at any mo- 
ment. Selection is achieved by controlling 
the voltage applied to pin 9. When the 
voltage at pin 9 is above two volts, or if the 
pin is open circuit, then the timing resistor 
connected to pin 7 is selected. When the 
signal at pin 9 drops below one volt, control 
is transferred to the resistor at pin 8. 

Changeover is accomplished 
automatically by connecting the output of 
ICl, an op-amp configured as an astable 
oscillator, to pin 9. A high or low output 
can be ‘forced’ by switching R1 to either 
supply rail via SWl. With SWl in the 
‘centre-off’ position, the op-amp will 
switch at slightly less than 1 Hz producing 
alternating tones from the unit. Frequencies 
are set by adjustment of RV2 and RV4. 

The output signal is developed across 
R5, 6. Any convenient ratio may be chosen 
for these components to provide any 
desired output level up to a few volts peak 
to peak. A split supply was chosen as it 
facilitates circuit design. In any case IC2 
needs at least a ten volt supply, precluding 
the use of a single battery. Current con- 
sumption is low and two 9V batteries pro- 
vide a convenient source of power. Fre- 
quency stability with falling battery voltage 
is good and standard dry batteries are quite 
adequate. Capacitors C2, 3 provide overall 
decoupling. 


pParts List 

RESISTORS 

R1,7 10k 

R2 1M 

R3,4 47k 

R5 4k7 

R6 22k 

R8 180k 

POTENTIOMETERS 

RV1 47k min horiz preset 

RV2 4k7 min horiz preset 

RV3 470R min horiz preset 

RV4 100k min horiz preset 

RV5 22k min horiz preset 

CAPACITORS 

Cl 1li5 tantalum 

C2,3 47u tantalum 

C4 lOn polyester 

C5 luO tantalum 

SEMICONDUCTORS 

ICl 3140 

IC2 XR2206 

MISCELLANEOUS 

PCB, 1C sockets, single pole centre-off 
change-over switch. 


Fig. 4. The PCB overlay. 
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Scratch-filter 



-Parts Llst- 


Hissssssss ! That’s what 

happens if you build this sim- 
ple scratch filter and use it 
when you listen to noisy 
records. It can help to reduce 
surface noise picked up by 
your stereo. 


IF YOU HAVE a record collection, you 
almost certainly have at least a few 
records that would benefit from the 
use of our scratch filter. The problem 
with disc recordings is that even If 
they are well cared for they inevitably 
show signs of wear in the quality of 
reproduction obtained. This loss of 
quality appears as a loss of treble 
response and a background of almost 
constant clicking and popping 
sounds. As these sounds consist 
largely of high frequency com- 
ponents It Is possible to reduce them 
substantially using a filter having a 
response that attenuates high fre- 
quencies, but does not significantly 
affect lower frequencies. The price 
that has to be payed for the reduced 
noise is the slight loss of wanted tre- 
ble signals as well. However, it is pro- 
bably true to say that most people 
prefer noise-free reproduction even if 
there Is a loss of treble output. 

Construction 

Following Fig. 2, make up the 
Veroboard. Start by breaking the 
tracks of the board at the shown posi- 
tions. You cam do this with a 
Veroboard cutting tool; alternatively a 
1/8” hand-held drill bit can be used for 
the job. 

Next insert and solder the com- 
ponents one at a time, starting with 
resistors followed by capacitors and 
then semiconductors. 

Mark and drill your chosen case 
to fit the Input and output sockets 
and the on/off switch. Two boards 
and two sets of input and output 
sockets are required for a stereo 
scratch filter, but the battery and 
on/off switches are common to both 
channels in this event. 

Finally, wire up your project as 
shown in Fig. 2. 

Using The Fiiter 

Ideally the scratch filter should be 
connected between the preamplifier 
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RESISTORS (All V 4 W, 5%) 

R1 1M0 

R2 2M2 

R3,4,5 4k7 

CAPACITORS 

Cl lOOn polyester 

C2 1u, 25V electrolytic 

C3 22n polyester 

C4 3n3 polystyrene 

C5 lOu, 25V electrolytic 

SEMICONDUCTORS 

IC1 TL071CP low noise 

operational amplifier 
Q1 MPS-A18 NPN transistor 

MISCELLANEOUS 

SW1 single-pole, single-throw 

toggle switch 

Case to suit 

Veroboard, 24 hole x 10 strip 
Input and output sockets (SKI and 
SK2) 9V battery + connector. 


and power amplifier stages of the hi-fi 
amplifier or receiver, and in many 
cases this will be possible using the 
‘tape monitor’ facility. However, as 
the circuit has a high input im- 
pedance It Is possible to connect it 
between a crystal or ceramic pick-up 
and the input of the amplifier, and 
this method should also give good 
results. 

It is also possible to use the filter 
between a magnetic cartridge and the 
Input of the amplifier if you put a 100k 
resistor across the input of the filter 
to give a suitable input Impedance to 
match the cartridge. However, this 
method Is not recommended since it 
will give a significant reduction in the 
signal to noise ratio of the system, 
and it is quite likely that stray pick-up 
of AC hum and other Interference will 
be a problem. 






Fig. 2 Veroboard layout of the project, showing component locations 
and track breaks underneath the board. 
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— HOW It works — 

A sound signal, obtained from the cartridge 
of a record player might have a ‘flat’ fre- 
quency response, so named because the out- 
put volume is level over a large part of the 
frequency spectrum. This output signal 

VOLUME 


frequency 

FREQUENCY RESPONSE OF 
ORIGINAL SIGNAL 

may contain surface noise from a worn 
record. However, noise (i.e., surface noise) 
consists of high frequency components. 

Passing the signal through a scratch 
filter gives an output signal amplitude 
which, above a corner frequency, decreases 
with increasing frequency. Thus unwanted 
surface noise is reduced in volume com- 
pared to the majority of the sound signal. 

Fig. 1 shows the circuit diagram of the 


filter, and this uses a conventional 12 dB 
per octave circuit (i.e., above the corner fre- 
quency, doubling the frequency causes a 
four-fold reduction in gain). 

Transistor Q1 is used as an emitter 

VOLUME A 


frequency 

FREQUENCY RESPQNSE OF 
SIGNAL AFTER SCRATCH FILTER 

follower buffer stage at the input which 
gives the circuit a high input impedance of 
about SOOk, and ensures that the filter is fed 
from a relatively low source impedance and 
gives the required response. 

The filter circuitry uses R4 plus R5 in 
series, together with C4, to give a simple 
RC low pass filter action. Integrated circuit 
ICl is used with lOO^^^o negative feedback 
from its output (pin 6) to its inverting input 


(pin 2) so that it acts as a unity voltage gain 
buffer stage, and prevents loading on the 
output from affecting the response of the 
filter. 

A simple RC filter provides a roll-off 
rate of only about 6 dB per octave, and 
tends to give only a very gradual initial roll- 
off, with the ultimate 6 dB per octave roll- 
off only being reached well above the point 
where the response starts to fall away 
significantly. This gives rather poor perfor- 
mance in practice with only limited noise 
reduction and a small but significant loss of 
signals at middle audio frequencies. 

This problem is overcome by the inclu- 
sion of capacitor C3, which has no signifi- 
cant effect on the circuit at low frequencies. 

The situation is very different at higher 
frequencies where C4 produces significant 
losses through R4 and R5, resulting in the 
output voltage change being less than that 
at the junction of R4, R5, and C3. 
Although C3 is always less than lOO^Vo ef- 
fective, it does now have some effect on the 
circuit, producing additional losses through 
R4 at high frequencies. 
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Loudspeaker 


Protector 



This unit affords both dc and 
over-power protection of 
loudspeakers or ioudspeaker 
systems rated at up to 1500 
watts! The unit requires no 
power suppiy and has no 
discernibie audibie effect on 
sound quaiity, making it 
suitabie for both hi-fi and 
sound reinforcement appiica- 
tions. 


YOU’VE JUST unpacked and con- 
nected that shiny new 400 watt 
amplifier you’ve always wanted, and 
you lower the tonearm expectantly. 
There’s a short detonation, and 
smoke gently and silently curls from 
the speaker grille cloth. Nobody had 
pointed out to you that those bargain 
basement speakers could only han- 
dle 15 watts. 

Never, you say? You always 
check such things? Murphy’s Law 
lies in wait: power amps fail occa- 
sionally, and a shorted output tran- 
sistor can connect the power supply 
directly to the speaker coll, applying 
a steady 30 to 50 volts DC, usually 
enough to char the coil or rip the 
mountings apart. 

A solution to this Is the ETI 
Signal Powered Loudspeaker Protec- 
tor. It is applicable to almost all 
speakers, and can fit inside the 
cabinet itself. Since the unit Is 
powered by the audio signal, there 
are no batteries to fuss with, and 
unlike a fuse, it automatically resets 
when the overload is removed. It can 
also tell the difference between ap- 
plied DC and low-frequency signals, 
and can be adjusted to cut out at a 
desired signal level without tripping 
on loud but harmless transients. 

The self-powering feature is not 
only convenient, but adds no audible 
distortion to the signal, even with 
low-wattage amplifiers having rather 
high output Impedances. 

This is done in this case by plac- 
ing a fullwave rectifier across the 
speaker lines and charging a lOOOu 
capacitor through a 47 ohm resistor. 
The worst possible load presented to 
the speaker line is therefore 47 ohms 
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and this is only while charging the 
capacitor and for signal voltages in 
excess of 12 V. This ensures that the 
unit has no discernible effect on 
audio quality but makes possible a 
truly ‘set-and-forget’ loudspeaker pro- 
tector that can be mounted Inside the 
loudspeaker enclosure if desired. 

The protector tests for both dc 
and over-power, which can be ad- 
justed by a preset on the board to suit 
a particular loudspeaker or applica- 
tion. The circuit also uses a new filter 
design with an almost ‘brick wall’ 
response enabling it to be connected 
to very high power amps. This Is 
discussed in more detail in the ‘How 
it Works’ section. 

The maximum power that can be 
applied to the unit Is determined by 
the type of regulator transistor (Q1) 
used. We have specified a TIP31C for 
this device which has a 100V 
collector-to-emitter breakdown 
voltage. Since the emitter Is at 12V, 
the maximum voltage that can be ap- 
plied to the unit is 112V. This is 
equivalent to an amp capable of sup- 
plying approximately 784 watts Into 
an 8 ohm load or 1568 watts Into a 4 
ohm load. If the amplifier to be used 
is capable of powers greater than 
these the regulator transistor should 
be substituted for a device with a 
higher V rating. The relay pulls 
around 40 mA when operated, so 


power dissipation In the regulator 
transistor will be around 4 watts 
when dropping 100 volts. Although 
this is not a particularly high dissipa- 
tion It is high enough to lie outside 
the Safe Operating Area rating of 
many high voltage transistors, so be 
careful when choosing an alternate 
regulator transistor. 

Construction 

Construction is straightforward since 
ail of the components are mounted 
on the pc board. The usual precau- 
tions should be taken to ensure that 
all polarised components have been 
mounted with the correct orientation. 
The 1C used Is a CMCS type and Is 
therefore static sensitive. Solder this 
last and preferably using a grounded 
soldering Iron. It Is a wise precaution 
to discharge yourself before handling 
the device by first touching a ground- 
ed metal appliance. 

It is a wise precaution to space 
the 2.5W resistor, R2, off the pc board 
slightly. In the case of a high powered 
loudspeaker going faulty with dc this 
component will get quite hot and 
spacing improves ventilation around 
the component and prevents the 
possibility of charring the pc board. If 
you can’t obtain a 2.5 watt type (e.g. 
Philips PR52), then a 5W type may be 
substituted. 


Before mounting the unit check 
operation by connecting around 20V 
dc across the speaker input terminals 
on the pc bqard. The relay should cut 
In after about one tenth of a second. 
If the protector passes this test con- 
nect the speaker wiring. If the preset 
Is turned fully down (turn It counter- 
clockwise when viewing the board 
with the components on top and the 
relay to the right) the relay will cut In 
when the power exceeds around 20 
watts for an extended period. The pro- 
tector allows transients to the full 
supply rail to pass but will prevent a 
continuous 20W from being applied 
to the loudspeaker. To Increase this, 
turn the preset clockwise until the 
desired response is achieved. 


FROM AMPLIFIER TO SPEAKER 


P-How It works 

The signal from the power amp is rectified 
by the fullwave rectifier formed by D1-D4. 
The output of this is fed through a 12V 
regulator circuit formed by Q1 and its 
associated resistors and zener diode, and 
charges the electrolytic capacitor, Cl. The 
output of the rectifier is also fed to the in- 
put of the dc sense and over-power detec- 
tion circuitry. 

ICl gates a and c form the dc filter. 
Resistors R4 and R6 form a Schmitt trigger 
with a small deadband. When the signal 
goes above the trigger voltage the output of 
the trigger swings hard to the positive supp- 
ly rail of the IC, charging C2 through the 
220k resistor, R8. Resistors RIO and Rll 
with gate c form a second Schmitt trigger 
monitoring the voltage across C2. If the 
voltage across C2 reaches the trigger 
voltage of this second Schmitt, gates d, e 
and f are activated, pulling in the relay con- 
tacts and disconnecting the loudspeaker. It 
takes about 100 ms to charge C2 through 
R8, and on normal audio content the out- 


put of gate ‘a’ will be driven low before this 
occurs, discharging C2 rapidly through D6. 
Only signals which do not have a zero cross- 
ing for longer than 100 ms will trigger the 
protector. 

The over-power protector consists 
simply of a voltage divider feeding a third 
Schmitt trigger. Whenever the signal 
voltage exceeds the trigger voltage the out- 
put of gate ‘b’ is driven high and C3 starts 
to charge. If this condition persists for long 
enough the output gates are turned on and 
the relay pulls in. Note that both the dc and 
over-power sense circuits charge C3 when 
activated. The circuits are decoupled from 
this capacitor by diodes so that, once charg- 
ed, C3 can only be discharged by the 
parallel resistor R12 (the effect of the input 
impedance of the gates is negligible). Since 
it takes about one second to discharge this 
capacitor, the relay will hold in for this 
time. The protector, therefore, reconnects 
the loudspeaker approximately one second 
after the fault condition has been removed. 



Fig. 1. The component overlay. 



Fig. 2. The PCB. 



Parts 

Resistors (all V 2 W, 5% unless noted) 


H1 

R2 

R3,9 

R4,5 

R6,7,10 

R8 

R11 

R12 

RV1 

Capacitors 


47R 

2k2, 2 V 2 VV 

47k 

100k 

470k 

220k 

2M2 

10M 

20k min. trimpot 


Cl 1000U/25V electro 

C2,3 220n 


Semiconductors 

D1-5 1N4004, EM404 

D6-9 1N914, 1N4148 

ICl 4050 hex buffer 

Q1 TIP31C 

ZD1 12V, 5VV zener 


Miscellaneous 

pc board; RL1 — Fujitsu FRL611D012, 
12 volt SPOT 10A contacts or Guardian 
1345-IC-12D or similar relay (pc mount 
type). 
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Comb the airwaves with our 
pocket-sized, iow cost per- 
sonai AM radio. 


THERE HAS BEEN no shortage of 
designs for simple AM personal 
radios over the past few years, and 
these almost invariably seem to be 
based on the Ferranti ZN414 
device. One could be forgiven for 
thinking that there Is no viable 
alternative to the use of this IC, but 
It Is in fact possible to produce a 
simple medium wave receiver cir- 
cuit that will give good results us- 
ing just a couple of transistors as 
the active devices. Just for a 
change then, we decided to use 
transistors in the present design. 

The set provides good recep- 
tion of reasonably strong signals, 
and by adding a couple of leads to 
purposely introduce positive feed- 
back the sensitivity can be 
boosted to the point where 
numerous stations can be receiv- 
ed at a good volume. The output is 
for a crystal earpiece — magnetic 
types are not suitable for use with 
the set. 

Construction 

Most of the components, including 
the ferite aerial, are mounted on 
one of the standard size (24 holes 
by 10 strips) 0.1” matrix 
Veroboards. Details of the com- 
ponents layout and wiring of the 
receiver are shown in Fig. 2. 

A P-style cable grip is used to 
mount the ferrite aerial on the 
component panel, and apart from 
this the board is assembled in the 
usual manner. Be careful that you 
do not overlook the single break in 
the copper strips, and It Is ad- 
visable to make this before fitting 
the components into place. The 
leadout wires of T1 are made of a 
special type of wire called LItz wire 
(which has a very low resistance at 
radio frequencies) and have ready- 
prepared ends. It Is recommended 
that these leads should be left full 
length as LItz wire can be difficult 
to tin with solder, and you may find 
It dl<fficult to connect these leads if 
you trim off the prepared ends! 

There are a mjmber of plastic 
cases available which will comfor- 


By mounting the project on a suitable board it can be carefully inserted 


tably accommodate the set, but be 
careful not to underestimate the 
size of the case required. The fer- 
rite rod is about 125 mm long and 
the case must obviously have an 
internal dimension of at least this 
figure. A metal case is not suitable 
as it would screen the ferrite aerial 
and no stations would be received! 

The set should cover the en- 
tire AM band if the aerial coil Is 
positioned almost right at the end 
of the ferrite rod, and it should be 
glued or taped In place here. The 
set has a slight excess of coverage 
and so the position of the cdll on 
the rod Is not too critical. 

It should be possible to 
receive a few stations quite well 
when the set is first tested, but Im- 
proved results can be obtained by 
adding the two single-strand In- 
sulated leads, as shown In Fig. 2. 
These will Increase the feedback 
applied over the RF amplifier and, 
up to a point, the closer together 
the wires are brought, the better 
the performance of the set. 
However, bringing them too close 


will result In the set oscillating and 
blocking proper reception. The two 
wires should therefore be position- 
ed as close together as possible 
without this occurring at any set- 
ting of CV1. Once the optimum 
position has been found, the leads 
should be secured with insulating 
tape. If moving the two leads 
closer together results In reduced 
performance the phasing of T1 is 
Incorrect, and the two leads from 
the small winding of T1 should be 
transposed. 
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AM Radio 


•HOW It works 

Fig. 1 shows the circuit diagram of the 
radio, and the circuit breaks down into 
three basic stages: an RF (radio frequency) 
amplifier, a detector, and a single audio 
amplifier stage. 

The RF amplifier uses Q1 as a straight- 
forward common-emitter amplifier which 
gives high gain. T1 is the ferrite aerial, with 
tuning capacitor CVl giving coverage of 
slightly more than the whole of the stan- 
dard medium wave broadcast band. The 
tuned winding of T1 has quite a high im- 
pedance, and signals from this winding can- 
not be fed directly to the relatively low- 
input impedance of Q1 as this would give a 
very inefficient signal transfer and unaccep- 
table results. A low-impedance coupling 


winding on T1 is therefore used to match 
the output of the aerial to the input of Ql. 

Coil T1 is connected so that a phase in- 
version of the signal is produced, and a fur- 
ther phase inversion takes place through 
Ql. This brings the collector of Ql and the 
hot end of Tl’s main winding in phase, and 
there is inevitably a certain amount of stray 
feedback between these two points. This 
feedback results in some of the output of 
Ql being fed back to the input where it is 
amplified once again. This boosts the sen- 
sitivity and selectivity of the receiver. By 
purposely encouraging this feedback it is 
possible to obtain a very substantial in- 
crease in performance, although excessive 
feedback (or ‘regeneration’ as it is often 


called in this application) must be avoided. 
Otherwise the circuit will break into oscilla- 
tion and the set will not function properly. 

The output of Ql is fed to a simple 
detector circuit which uses diode D1 to pro- 
vide rectification and C2 to give RF filter- 
ing. Resistor R3 gives D1 a slight forward 
bias which gives improved detection effi- 
ciency. 

Capacitor C3 couples the audio output 
of the detector to a second common-emitter 
stage which uses Ql and directly feeds the 
crystal earphone. The current consumption 
of the circuit is only about 2.5 mA, and a 
9V battery is sufficient to give many hours 
of use. 



Fig. 1. The circuit diagram of the ETi Miniature AM Radio. 



i-Parts Llst- 


RESiSTORS (Aii V 4 W, 5%) 
R1 1M2 

R2 1k5 

R3 1M0 

R4 2M2 

R5 6k8 


CAPACiTORS 

C1 

C2,C3 
C4 
CV1 


100u, 10V electrolytic 
lOn polyester 
lOOn polyester 
226p polyvaricon 
variable capacitor 


SEMICONDUCTORS 

Ql, Q2 MPS6515 

D1 1N34 

MISCELLANEOUS 

SW1 single-pole, single-throw 

toggle 

T1 ferrite aerial 

JK1 3.5 mm jack socket 

10 strip X 24 hole Veroboard 

Crystal earphone 

Case to suit 

Battery and clip 

Knob to suit. 
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Fig. 2. Connection details of the project along with Veroboard overlay and 
underside track break. 
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Drum 

Machin 


Drums, cymbals, snares and 
bongos. You can simulate these in- 
struments with this ‘doubie percu- 
Sion’ project. The instruments can 
be played either manuaiiy or 
automaticaliy using buiit-in se- 
quencer. 
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THIS ATTRACTIVE LITTLE musical in- 
strument has two ‘percussion 
simulator’ channels. Channel 1 can 
be used to simulate the sounds of 
normal drums only: channel 2 can be 
used to simulate the sounds of all 
types of drums, Including snares, 
plus metallic percussion sounds 
such as cymbals, etc. On each chan- 
nel, the envelope decay times and the 
basic musical tones, etc., are fully 
variable using the manual controls to 
enable a wide range of percussion 
sounds to be simulated. The outputs 
of the two channels are mixed Inter- 
nally and can be fed to an external 
power amplifier from a single output 
socket. The complete Instrument Is 
powered from a 12V battery pack. 

Play it, Sam 

The instrument can either be played 
manually, automatically, or by a com- 
bination of the two methods. In the 
manual mode, each channel can be 
played using a small speaker, con- 
nected to the channel Input. The 
speaker acts as a ‘drum-head’ 
transducer and triggers a percussion 
sound when the cone Is tapped with a 
finger or stick. 

The Instrument can be played 
automatically using the built-in eight-step 
double sequencer. Each channel of the se- 
quencer Is used to control one of the chan- 
nels of the percussion Instrument, and can 
be programmed with a DIP package of 
eight SPST switches to generate any one of 
a variety of rhythms. The sequencer can 
be used in the fully automatic mode, in 
which It continuously cycles through the 
eight-step sequence, or can be used in a 
triggered, or manual Initiate, mode In 
which It runs through a single eight-step 
sequence each time that an external switch 
is momentarily closed. The manual in- 
itiate facility enables the internally- 
generated rhythm to be manually syn- 
chronised to an external beat (with a foot 
switch, etc), or to be Introduced Into the 
music only In those parts where it Is re- 
quired. 


capacitor C2 is mounted on the underside 
of the PCB. 

You can now proceed with the 
assembly of the two boards and all other 
components In the case. To complete the 
construction, fit ail the remaining switches 
and sockets into place and complete the 
InterwIrIng. We recommend that you use 
jack sockets to connect the two ‘drum 
head’ speakers to the unit, configured so 
that the Input pins short out If the 
speakers are removed. 

When using the completed unit, note 
that If the ‘drum head’ speakers are not 
used, they must be replaced by short cir- 
cuits, to eliminate the possibility of circuit 
instability. 


The manual and automatic 
methods operate in the OR mode. In other 
words, manually-initiated percussion 
sounds can be played at the same time as 
the automatically Initiated sounds. A par- 
ticularly attractive way of using the instru- 
ment Is to play it mainly in the manual 
mode, but to occasionally bring in a few 
bars of automatic sequencing with a foot 
switch, using the manual Initiate facility. 
The unit thus acts as a highly versatile 
musical Instrument. 


Construction ^ 

The circuitry Is built up on two PCBs, a 
single large board being used to hold all of 
the components (except the pots and swit- 
ches) of the main double percussion in- 
strument, and a smaller board being used 
for the components of the sequencer cir- 
cuit. The unit uses a good deal of inten/vir- 
Ing between the PCB and the total of 
eleven control pots, etc., so some care Is 
required In the construction. 

Start the construction by building up 
the main PCB, taking the usual care over 
the component polarities. Use Veropins to 
facilitate the connections from the PCB to 
the ten control pots. 

When construction of the main PCB 
is complete, give it a functional check by 
temporarily connecting the ten pots to the 
unit, wire a couple of small speakers (Im- 
pedance not important) to the two input 
terminals, connect the unit to a 12 V supp- 
ly and take the output to an external 
power amplifier. Check that plain drum 
sounds can be manually generated on 
channel 1, and all types of percussion 
sounds from channel 2. Note on channel 2 
that 05 is used as a white noise source (for 
generating cymbal sounds, etc), and may 
have to be selected on test to produce an 
adequate noise level. 

Proceed next with the construction of 
the sequencer circuit on the smaller PCB. 
Note that the two sets of DIP switches 
MUST be mounted in sockets, and that 



Machine 


CHANNEL 1 
SEQUENCER INPUT 



Fig. 1 Block diagram of the complete drum machine. 


The DIP switches are epoxied to the 
top of the case as shown here. The 
sequencer board can then be secured 
by plugging the DIP sockets onto the 
exposed pins. 



Fig. 2 Circuit diagram of both channels of the drum sound generator. 
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■HOW It works 

The basic instrument contains two essentially 
similar channels (see block diagram), each 
comprising a voltage-controlled amplifier 
(VGA), a gated tone generator and an envelope 
generator. The envelope generator produces 
the characteristic fast-attacks/slow-decay 
modulation waveform of a percussion instru- 
ment and can be activated by either an external 
transducer (a speaker) or the pulse input of an 
automatic sequencer unit. 

The outputs of the two channels are added 
in a two-input mixer and are made available at 
a phono socket, where they can be fed to a 
power amplifier. The channel 1 circuitry pro- 
duces modulated tone signals only, and can be 
used to generate a range of simple drum 
sounds. The channel 2 circuitry incorporates a 
noise generator and a two-input mixer as well 
as a tone-generator, and can be used to 
repreduce all of the sounds of channel 1 plus 
snare drums, cymbals, etc. 

The two channels of the instrument are 
basically similar, so let’s start off with a detail- 
ed description' of channel 1. When used in the 
manual mode the instrument is played using an 
external transducer such as a speaker (LSI), 
which is connected to the input of high-gain 
DC amplifier ICl. Each time that the 
transducer is tapped, the output of ICl jumps 
abruptly positive and rapidly charges Cl via 
D2-R2: Cl then discharges exponentially via 
R3-RV2, to produce the characteristic fast- 
attack/slow decay modulation waveform of a 
percussion instrument. The waveform is then 
fed to one half of dual VCA IC3 via unity-gain 
buffer IC2, where it is used to control the gain 
of the VCA. 

Note that the Cl modulation generator 
can be activated by either the transducer or by 


a pulse signal fed to Cl via Dl-Rl from the in- 
dependent sequencer circuit (auto mode). The 
Cl voltage rs monitored by comparator IC4, 
which gates on astable IC5 whenever the Cl 
voltage exceeds a few hundred millivolts. The 
astable generates a symmetrical ramp 
waveform, which is buffered by Q1 and fed to 
the ‘tone’ input of VCA via level control RV4. 
The tone of the astable can be varied over the 
range 83 Hz to 1.4 kHz with RV3. 

Thus, each time the channel is activated 
(by the transducer or by a sequencer) a modula- 
tion waveform is fed to one input of the VCA 
and a tone signal is fed to the other, to produce 
a modulated tone signal at output pin 10 of 
IC3. The signal is fed to one input of two-input 
mixer ICl 2. A wide variety of drum sounds can 
be simulated by suitable adjustment of RV2, 
RV3 and RV4. 

Channel 2 is similar to channel 1, except 
that the output of the tone generator (from 
RV8) is fed to the VCA via a two-input mixer 
designed around ICIO. The other input to this 
mixer is derived from a noise generator design- 
ed around Q5-IC11 and Q6. Here, the reverse- 
biased base-emitter junction of Q5 is used as a 
noise source and the noise signal is then 
amplified by ICll, filtered by RV9-C16 and 
made available via level control RVIO. 

The instrument is powered from a 12V 
supply, derived from eight 1V5 cells. This sup- 
ply is also used to power the Auto-Manual 
Eight-Step Sequencer unit. 

The sequencer unit has two output chan- 
nels, each of which produces a single or 
repeating sequence of up to eight 5 mS output 
pulses: the sequencing period can be varied 
over a wide range by a clock (or ‘tempo’) 
generator, and individual pulses can be pro- 


grammed in or out on each channel with a 
dual-in-line package of eight SPST switches. 
The unit is designed to automatically sequence 
the double percussion instrument. 

The unit comprises a clock generator 
(ICl), a 4017 counter (IC2) and two sets of 
switch-programmable clock/decoder coin- 
cidence detectors (ICl and D3 to D18). The 
clock generator is designed around a 555 
astable and generates a series of 5mS pulses, 
with the inter-pulse period variable over a wide 
range by RVl. The pulses are used to clock 
IC2. 

IC2 is a 4017 counter with ten decoded 
outputs. These outputs sequentially go high on 
the arrival of each new clock pulse, with only 
one output being high at any moment in time. 
On each channel the decoded 4017 outputs that 
are required are fed to one side of a two-input 
AND gate (IC3a-IC3b or IC3c-IC3d) via a 
bank of diodes and switches, while the 5mS 
clock pulse is fed to the other side of the AND 
gate. The programmed sequence of 5 mS pulses 
are thus generated at the output of each AND 
gate. 

When the unit is operated in the manual 
mode, the 4017 sequences automatically for the. 
first eight clock pulses and then stops as its ‘9’ 
output goes high and activates the inhibit pin: 
the single automatic sequence can be re- 
initiated by momentarily closing PBl and thus 
resetting the 4017 to see a double clock pulse as 
the ‘9’ output goes momentarily high, thereby 
causing the ‘0’ output to go high as the IC 
resets but then causing the ‘ 1’ output to go high 
almost immediately. The net effect of all this is 
that that the sequence repeats continuously 
when SW3 is set to the auto mode. 



Below: The sound generator board and 
batteries are mounted in the lower half 
of the case. RVl (tempo control) can be 
seen mounted on the side •— all other 
pots are situated on the front panel. 



Fig. 3 Circuit diagram of the eight step sequencer unit. 
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Drum Machine 


RV1 SW3 

RVi WIPER SW3 COMMON 



Fig. 4. Component overlay for the sequencer board. Note that C2 is 
soldered underneath the PCB, and an insulted link should be soldered bet- 
ween IC2 pin 8 and the OV rail. 




Below : With the case open you can see how the boards and controls 

are interwired. The sequencer board (right) is secured to the top of the 
case by pressing the empty sockets onto the pins of the DIP switches. 
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Drum Machine i 
—Parts List— 


CONTROL CIRCUIT 


Resistors (all 

R1,13,25, 

26,31 

R2, 12, 14,24 

R3,15 

R4,7,16,19 

27,33,34,37 

R5,17 

R6,18,35,36 

R8,20 

R9,21 

R10,22 

R11,23 

R28,32 

R29,30 

Capacitors 

C1,3,5,6,7 

9,11,12,13 

C2,8,14,17 

C4,10 

C15 


V4W, 5%) 

1M0 

4k7 

33k 

100k 

22k 

47k 

6k8 

IkO 

680R 

2k2 

10k 

56k 


Potentiometers 

RV1,3,4,8,10 47k linear 
RV2,6 2M2 linear 

RV3,7 100k linear 

RV9 220k linear 


Semiconductors 

101,2,4,6,7,8 CA3140 
1 03 


R2 

R3 

R4,5 

R6 


3k3 

22k 

27k 

100k 


Potentiometers 


105,9 

1010 , 11,12 

Q1,3 

Q2,4,5,6 


NE570N 

7555 

741 

MPS6523 

MPS6514 


RV1 

Capacitors 

01 

02 


220k linear 


2u2 35V tantalum 
470u 25V axial elec- 
trolytic 


016 

018 


lOOn ceramic 
220n polycarbonate 
33p ceramic 
lOu 25V axial elec- 
trolytic 
lOn ceramic 
lOOOu 16V axial elec- 
trolytic 


Miscellaneous 

SW1 SPST miniature toggle 

SKI 3 pin DIN socket and 

plug 

SK2 phono socket 

LSI, 2 50mm loudspeaker 

10 knobs, caps and nut covers 
Oase 

2 four section battery holders. 

SEQUENCER 

Resistors (all V 4 W, 5%) 

R1 2k2 


Semiconductos 

id 555 

102 401 7B 

103 401 IB 

D1-D18 1N4148 


Miscellaneous 

SW1,2 8-SPST dual-in-line 

lateral switches 

SW3 SPST miniature toggle 

PB1 momentary push button 

1 off collet knob, cap and nut cover. 


\bu"ie young, 
bright, ambitious, 
active and youVe 
just been mt by 

MS 

MS What are we doing about it? 

Contact your local Multiple Sclerosis Society of Canada Chapter 
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Some additional sounds to 
frighten the tiny plastic people 
around your model railway. 


OUR LATEST MODEL train sound 
generator is a realistic steam 
locomotive whistle, created elec- 
tronically. 

Four transistors are used to 
generate the whistle sound and a 
single integrated circuit mixes this 
sound with that produced by our 
previous train sound effects circuits. 


The whistle can be built and us- 
ed Individually or as an Integral part 
of a complete sound effects unit, 
built in one case like ours. 


the on/off switch. The output lead 
from the whistle board to the output 
jack socket should be a screened 
lead, with the shielding taken to OV. 


Construction 

The whistle is built on a printed cir- 
cuit board so construction is very 
easy. Follow the layout In Figure 1 
Inserting and soldering each compo- 
nent in turn, starting with the 
resistors followed by capacitors and 
finally semiconductors. The IC is 
cheap (a 741) so you may not feel It 
worth the cost of a holder. If so, 
solder It carefully, allowing each pin 
to cool before soldering the next. 

Connection details for this pro- 
ject are given In Fig. 1. Drill the case 
for all connections and switches and 
simply connect the power supply, I.e., 
the 9V battery, to the board side of 



Fig. 1. Overlay and connection details for the project. 



INPUT FROM TWO 
TONE HORN 
GROUND TO OTHER “ 

CIRCUITS 

INPUT FROM — 
CHUFFER 


TO EXTERNAL 
AMPLIFIER 
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steam loco whistle 


— HOW It works 

The waveform of a steam whistle is a com- 
plex combination of two main things: white 
noise and an audio frequency oscillation. 
Both are fairly easy to recreate electronical- 

ly- 

White noise is usually made by a 
‘noisy’ zener diode, the output being 
amplified to the required level. The 
generator we used is of the same type as in 
the ‘Chuffer’ project; i.e., a transistor (Ql) 
biased into zener mode and a simple tran- 
sistor amplifier (Q2). 

The audio frequency oscillation is a 
straightforward mixture of two similar (but 
not identical) sinewaves, which after their 
addition produce a more complex 


waveshape than either of the two individual 
waves. The sinewave generators are known 
as ‘Twin-T’ oscillators because the feed- 
back components (e.g. Rl,2 and C3, and 
Cl ,2 and R5) around the transistor (Q3) are 
in the shape of two letter Ts. The frequency 
is set by the values of the feedback com- 
ponents and in this circuit is fixed. The 
other oscillator frequency is variable 
because one of the resistors is replaced by a 
preset (RV3). At RV3’s mid-position the 
frequency is about the same as that of the 
other oscillator. 

Preset RVl mixes the two sinewaves so 
that an appropriate waveform is obtained. 
Similarly, RV2 mixes this waveform with 


the white noise produced elsewhere in the 
circuit. Adjustment of all three presets will 
result in the required sound. 

Integrated circuit ICl is an operational 
amplifier used as a simple mixer/amplifier 
which combines the steam whistle, chuffer, 
and two-tone horn sounds into one, 
suitable for amplification by an external 
amplifier (say your stereo system). 

The gain of the mixer is determined by 
the ratio of R20 to the input resistances, 
R17, 18 or 19, of the channel concerned and 
so by varying the chosen resistor the levels 
of the individual sounds in the mix can be 
altered to suit. 


■Parts List 

RESISTORS (All V 4 W, 5%) 

POTENTIOMETERS 

R1,2,8,18 

100k 

RVl, 2 

1M0 miniature horizon- 

R3,11 

47k 


tal preset 

R4,12 

1M0 

RV3 

22k miniature horizontal 

R5 

12k 


preset 

R6 

6k8 

CAPACITORS 

R7 

470k 

Cl, 2,14,15 

4n7 ceramic 

R9 

15k 

C3,16 

47n ceramic 

RIO 

Ik 

C4,13 

lOn polyester 

R13,14 

82k 

C5 

470n, 35V tantalum 

R15,16,17 

22k 

C6,7,8,9,10, 


R19 

27k 

11,12,17 

lOOn polyester 


SEMICONDUCTORS 

IC1 741 operational 

amplifier 

Q1-4 2N2925 NPN transistor 

MISCELLANEOUS 

SW1 single-pole, single-throw 

toggle switch 

PB1 push-to-make switch 

Case to suit. 

Battery and clip 



MORE THAN YOU BARGAINED FOR 

SuhscHbe now to ETh CanaOa's otoetronles 
magaxine, ano racelire a Spoelal Bonusi 




ugteomlng en 



Rohottes • RrogrammaMB RSU • 
TBCh TtR Special • computer Survey • 
Hlah Tech studio Mixer • Spectra Col- 
umn • Demlsnlns Micros • Directory 
of Electronics Stores • and Much 
Morel 


Bectronics ^ ^ 
Today 


:F=?hsi>Ckmorxi>^i_ 

Subscriptions Dept., 

Unit 6, 25 Overlea Bivd., Toronto. Ontario. M4H 1B1. 



Save 30-37% on the Newsstand Price AND 

receive one or both of these Speciai Check your choice with a 12 or 15 issue subscrip- 

Pubiications ® issue 


□ One Year $18.95 


subscription. 

□ 15 issues $22.95 


□ Two Years $33.95 
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I 
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I 
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Expiry Date 
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Electronic 

Doorbuzzer 



This easily-built project for the 
home is an ideal alternative to 
the more expensive, commer- 
cially available door chimes. 


ALTHOUGH AT FIRST sight an elec- 
tronic doorbuzzer may seem to have 
no advantages over electro-magnetic 
types, It will probably be more reliable 
and longer lasting. A further advan- 
tage Is that you can build it yourself 
at low cost. Our electronic door- 
buzzer produces a warbling tone that 
Is quite attention-catching, but 
should not prove to be objectionable 
to other members of the household. 
For simplicity of construction and In- 
stallation, the ETI Electronic Door- 
buzzer Is battery-powered, and a 9V 
battery should last virtually Its shelf 
life (typically about six months or 
more) within the project. 

Construction 

Start construction with the Veroboard 
by cutting the tracks underneath the 
board, where shown In Fig. 2. Use a 
cutting-tool or a small (1/8”) hand- 
held drill bit for this job. Hold the cut- 
ting edge onto the hole in question. 
Press gently and then rotate the tool 
or bit clockwise, until the copper 
track has broken In a clean-edged cir- 
cle. Make sure no loose pieces of cop- 
per swarf bridge across to adjacent 
tracks. 

Insert and solder all resistors 
and capacitors in the positions in- 
dicated in Fig. 2. Now solder in the IC 
socket. If you Intend to use one, and 
transistor Q1. Push fit the IC into Its 
socket (or solder It into the board). 

Following the connection details 
of the project, wIre-up the board Into 
Its box. 

Glue the speaker to the rear of 
the front panel of the box, behind a 
grill of some kind. This can be a 
cutout with a piece of speaker cloth 
fitted behind it, or a simpler solution 
is to drill a neat matrix of small holes. 
Make sure you don’t get any glue on 
the speaker cone itself — only on the 
outside rim. 

88 — 50 Top Projects 


The hole for the lead to the bell 
button must be made in the casing, 
and it is a good idea to fit this with a 
small grommet which gives a neat 


finish and protects the lead. 

Finally, mount the case securely 
to the wall where it is required, and 
wire it to the bell button. 


r— HOW It works. 


Integrated circuit ICl is used as the basis of 
the tone generator, and it is a standard 555 
used as a free-running oscillator. Capacitor 
C4 charges to about Vi of the supply 
voltage via R5 and R6, and then discharges 
down to approximately Vi supply by way of 
R6 and ICl. This process repeats indefinite- 
ly, with the main output at pin 3 of ICl go- 
ing high while C4 is charging, and low while 
it is discharging. The waveform produced 
here is fed to a loudspeaker which conse- 
quently emits an audio tone. 

The Vi supply voltage threshold at 
which C4 starts to discharge is modified by 
applying a control voltage to pin 5 of ICl. 
When this voltage increases the charge and 
discharge times of C4 are lengthened, giv- 
ing decreased operating frequency. As the 
voltage reduces the charge and discharge 
times of C4 also reduce, so that a higher 
operating frequency results. The tone pro- 
duced by the second generator is therefore 
frequency-modulated by means of a control 
voltage applied to ICl pin 5. 


The warbling effect is obtained by us- 
ing a control voltage that rises and falls a 
few times per second. The character of the 
output signal depends to a large extent on 
the waveshape of the modulating signal, 
and a waveform similar to a sawtooth is us- 
ed in this circuit. This is of the type that 
rises fairly steadily in voltage and then sud- 
denly falls back to its minimum level. This 
actually gives a steady decline in output fre- 
quency followed by a rapid return to the in- 
itial frequency although this action occurs 
too rapidly to be clearly heard, and a plea- 
sant warbling effect is produced. 

A unijunction relaxation oscillator is 
used to generate the modulating signal. 
Capacitor C2 charges through resistor R3 
until a charge voltage of about 7V is achiev- 
ed, whereupon C2 rapidly discharges 
through Q1 and R2. Transistor Q1 then 
switches off, C2 commences to charge once 
again, and so on. R4 couples the output of 
Q1 to pin 5 of ICl. 



BELL 

PUSH 



Resistors (All V 4 W, 5%) 


R1, R2 100R 

R3, R5 10k 

R4 27k 

R6 82k 


Capacitors 

C1,3 100u, 10V electrolytic 

C2 4u7, 25V electrolytic 

C4 22n polyester 


Semiconductors 

IC1 555 timer 

Q1 2N2646 unijumction 

transistor 


Miscellaneous 

LSI miniature 40-80R 

loudspeaker 

Veroboard 24 hole x 10 strip, 0.1” 
matrix 

Case to suit 

9V battery and clip 

Doorbell button and connecting cable 


BELL 

PUSH 
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1 2 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 18 19 20 21 22 23 24 

Fig. 2 Veroboard overlay, underside track breaks and component 
locations, and connection details. ^ 
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Low 

Power Pilot Light 


Build yourself this simple cir- 
cuit to fit inside battery- 
powered equipment — it will 
warn you that you have left the 
equipment on and that you are 
wasting valuable battery 
power. 



HOW MANY TIMES have you gone to 
your radio to listen to your favourite 
program, only to find that the battery 
Is dead because the last time you tun- 
ed in you forgot to turn it off? This 
sort of thing can happen quite often 
to battery-powered equipment and 
the chances are you won’t have any 
fresh batteries. 

Now, wouldn’t it be nice if you 
could fit a LED pilot light to the equip- 
ment to give a visual warning when it 
has been left on? The problem with 
such a method is that the current 
drawn by the LED (about 20 mA) could 
result in the pilot light using more 
power than it saves. 

A more practical alternative is to 
use a low power pilot light such as 
this one. The ETI Low Power Pilot 
Light flashes a LED for only very 
short periods, at intervals of about 1s. 
Because the LED is on for only a 
small fraction of the total time, the 
average current consumption is very 
low. Thus battery life will not be 
significantly reduced with the use of 
this project, even if the battery Is a 
small, low capacity type. 

A flashing LED pilot light also 
has the advantage of being more 
noticeable than a non-flashing type. 

Construction 

Insert and solder the five resistors In- 
to the Veroboard, according to Fig. 2, 
followed by the two capacitors. Make 
sure you polarise the capacitors cor- 
rectly. 

Now, mount transistors Q1 and 
2, checking before you solder each 
one in that It is the right way round. 

Solder In LED1, the same way 
round as shown in Fig. 2. Now, bend it 
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down so that it lies in a horizontal line 
with the Veroboard. 

Finally, solder a couple of col- 
oured leads from the corresponding 
points (red to -i-9V; black to OV) long 
enough to go to the supply points of 
the equipment Into which the project 
fits. 

The circuit board does not need 
to be fastened down because It Is 
adequately mounted when LED1 is fit- 
ted into its panel clip. So, all you need 
to do now is drill a hole In the panel of 
your battery-powered equipment to fit 
the LED panel clip, push in the LED 
(complete with circuit board) and con- 
nect the board to the supply points of 
the equipment. 


Parts List — 

RESISTORS (All V 4 W, 5%) 

R1 1M2 

R2 100k 

R3 18k 

R4 10k 

R5 1k8 

CAPACITORS 

C1 1u0, 16V electrolytic 

C2 lOu, 16V electrolytic 

SEMICONDUCTORS 

Q1 MPS6515 NPN tran- 

sistor 

Q2 2N3905 PNP transistor 

LED1 0.2” red LED+ panel 

clip 

MISCELLANEOUS 

Veroboard, 8 strip x 11 hole, 0.1” matrix 


Fig. 1 . Circuit of the Low 
Power Pilot Light. 

Continued on page 105 



uPower 
Thermal Alarm 


This over or under-temper- 
ature alarm consumes a 
mere 3.5 uA of quiescent 
current, yet the alarm 
delivers 1W of peak audio 
power. 


.PRECISION TEMPERATURE 
alarms have a variety of practical 
uses In the home: they can be used 
to indicate ice conditions in the at- 
tic, over-temperature conditions in 
the greenhouse or fire conditions 
In any part of the building. Trouble 
Is, all conventional systems draw 
quiescent currents of several 
mllliamps and will flatten a 9V bat- 
tery after less than two days of 
continuous operation. Drag! 

ETI’s new Micropower Ther- 
mal Alarm system can be used as 


the entire circuit with varnish, to 
exclude the shunting effects of 
moisture and dirt. 

The circuit is designed to 
work with a negative-temperature- 
coefficient (NTC) thermistor the 
has a resistance in the range 1k0 
to 10k at the desired alarm 
temperature; the VA1066S is 
suitable for use at all ‘normal’ 
temperatures. TH1 and PR1 can be 
configured to give either over or 
under-temperature alarm opera- 
tion; with the connections shown 
in the circuit diagram, the unit acts 
as an under-temperature (Ice warn- 
ing, etc) alarm; for over- 
temperature operation, simply 
transpose the TH1 and PR1 posi- 
tions using the links provided on 
the PCB. In practical use, the ther- 
mistor is mounted remote from the 


PCB. 

When construction of the unit 
is complete, fit the speaker and 
battery In place and give the unit a 
functional check by adjusting PR1 
so that the alarm activates; then 
back-off PR1 so that the alarm 
turns off again (after a few 
seconds delay). Finally, raise (or 
lower) the TH1 temperature to the 
desired alarm value and then trim 
PR1 so that the alarm activates. 

If desired, an acoustic 
transducer can be wired between 
points A and C of the circuit to act 
as a state indicator. This 
transducer will generate an audi- 
ble click once every second when 
the circuit is working correctly, 
and adds only a fraction of a 
microamp to the total current con- 
sumption of the unit. 



either an over- or under- 
temperature alarm; It Is specifical- 
ly designed to overcome the bat- 
tery flattening problem. 

Construction 

The entire circuit, other than the 
thermistor, speaker and battery. Is 
mounted on a small PCB and con- 
struction should present few pro- 
blems. Note, however, that the cir- 
cuit uses some high-value 
resistors, so take care to keep the 
board clean during and after 
assembly; when construction and 
testing Is complete, you can coat 


r— Parts List 


Resistors (all V 4 W, 5%) 

C5 

lOn ceramic 

R1,2,11 

100 k 



R3,8 

33k 

Semiconductors 

R4,13 

10 k 

IC 1 

CA3140 

R5,6,7 

10M 

IC2 

4007UB 

R9 

220 k 

IC3 

401 1B 

RIO 

1 M 0 

Q1 

MPS6515 

R12 

68 k 

Q2 

VN 66 AF 



D1,2 

1N4148 

Potentiometers 

D3,4 

1N4001 

PR1 

10 k miniature horizontal 

Miscellaneous 


preset 

TH1 

VA1066S or Philips 

Capacitors 



635-01472 

Cl 

470n 16V tantalum 

SW1 

SPST miniature toggle 

C2 

47n ceramic 

LSI 

64R loudspeaker 

C3 

47u 16V tantalum 

TX1 

Radio Shack piezo (op- 


C4 lOOn ceramic tionai) buzzer 273-065 
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uPower Thermal Alarm 



i-How It works. 



ImI 


D 

to 

JT 


"1 



The circuit comprises three main sections, 
these being a thermal switch (THl-PRl-Rl- 
R2 and ICl), a sample pulse generator (IC2 
and Ql), and an alarm generator (IC3 and 
Q2). The thermal switch circuit is quite con- 
ventional: TH1-PR1-R1-R2 are wired as a 
simple bridge across the inputs of voltage 
comparator ICl. The action is such that the 
output of ICl is normally low (at OV) but 
switches high when the THl temperature 
falls below a value preset by PRl (the cir- 
cuit can be made to give over-temperature 
switching by transposing the THl and PRl 
positions). If this conventional circuit were 
powered from a continuous DC source, it 
would draw several milliamps of quiescent 
current. 

The sample pulse generator circuit is 
designed around IC2, which is configured 
as a special micropower oscillator and pro- 
duces a 300 us pulse at pin 12 roughly once 
every second. This pulse is used to connect 
power to the ICl thermal switch circuitry 
via emitter follower Ql, thus reducing its 
mean current consumption by a factor of 


3000 relative to the ‘norrhal’ DC value. 
Thus, if the THl temperature is above the 
preset alarm level on the arrival of the sam- 
ple pulse, the ICl output (pin 6) will be low 
and no charge will be fed to Cl via Dl, but 
if the temperature is below the preset level 
the output of ICl will switch high for the 
duration of the sample pulse, rapidly charg- 
ing Cl, the Cl charge is used to activate the 
IC3 alarm generator circuitry. 

IC3a-IC3b are connected as a gated 
6Hz astable, with the output fed to the in- 
put of 1 kHz gated astable IC3C-IC3d; 
IC3d has its output fed to an external 
speaker via VFET power amplifier Q2. 
Thus, when the Cl voltage is zero, the two 
IC3 astables and Q2 are cut off and the 
alarm generator circuitry consumes zero 
quiescent current, but when the Cl voltage 
is high the 6 Hz astable is gated on and 
pulses the 1 kHz astable on and off, 
generating a powerful pulsed-tone alarm 
signal in the speaker. The supply to the ma- 
jor sections of the circuit is decoupled from 
LS1/Q2 transients by D3 and C3. 


Component overlay 
(above) and PCB pattern 
(right). 


INTRODUCING 
THE NEW TA-477 
120W MOSFET 
POWER AMP 

(Based on ETI 477, Australian 
Issue, Jan 1981). 

• MOSFET (2 prs. 2SK134/ 

2SJ49) Power output • 120W 
RMS into 8 OHMs (±55V Sup- 
ply) with less than 0.001 % THD at 1 kHz • Freq. response 8 
Hz - 20 KHz +0-0.4 DB, 2.8 Hz - 65 KHz + 0 -3DB • In- 
put sensitivity IV RMS for 120 W output • DC power supply 
±45V - ±55V • Kit comes with all electronic parts, P C. 
board, two heatsinks, 2 prs. of 2SK134/2SJ49 MOSFET and 
schematic diagram. 

#TY477 Kit $89.50 W&T $119.50 

2SK134/2SJ49 $10.50 each. 

400W BTL/260W 



RACK MOUNT CABINETS 



• Built-in selectable switch for high 
power BTL Mono Amp (up to 400W 
at 4 Ohm) or high quality stereo 
amp (130 w/CH RMS at 8 Ohm). • DC dynamic bias class A 
circuitry • Differential FET input • Freq. response 0-100 
KHz 1DB • THD (IKHz) 0.0035% • S/N ratio better than 
110 DB • Output impedance 4-16 Ohms • On-board 
speaker protector and power supply • Required power 
transformer 46 VCT to 72 VCT, 5 -10A. 

#7777A Kit $99.50 W. & T. $139.00 

Also available for ETI's 150W MOSFET AMP 
Semiconductors Package 
(Canadian ETI Sept. 1982 issue) 

*Send stamped and self-addressed envelope for our 
flyer on more kits at bargain prices. 

AUDIOVISION 


$49.50 


EASTERN CANADA: 

578 MARLEE AVE., 
TORONTO, ONT. M6B 3J5 
TEL: (416) 781-3263 


WESTERN CANADA: 
P.O. BOX AMF23581, 
VANCOUVER, B.C. 
TEL: (604) 271-7539 
MAIL ORDER: SEND A CERTIFIED CHEQUE OR MONEY 
ORDER PLUS 5% FOR SHIPPING & HANDLING. ONTARIO 
RESIDENTS ADD 7% SALES TAX. PERSONAL CHEQUE, 
VISA AND MASTER CARDS ONLY ACCEPTED ON ORDERS 
SENT TO OUR TORONTO STORE. 



Panel size 
(inch) 

Box size (inch) 

Price 

19 X 7 

17x6.5x20 

74.50 

19 X 6 

17 X 5.5 X 14 

50.50 

19 X 7 

17 X 6.5 X 12 

48.50 

19 X 6 

17 X 5.5 X 12 

47.50 

19 X 5 

17x4.5 x12 

43.50 

19 X 4 

17 X 3.5 X 12 

42.50 

19 X 3 

17x2.5x10 

37.50 

19 X 2.5 

17 X 2 X 10 

36.50 

17 X 6 

15.5 X 5.5. X 9 

41.50 

17 X 4 

15.5 X 3.5 X 9 

36.50 

17 X 2 

15.5 X 1.5 X 9 

33.50 

12 X 6 

11.5 X 5.5 X 7 

29.50 

12 X 4 

11.5 X 3.5 X 7 

25.50 

12 X 2 

11.5 X 1.75 X 7 

23.50 


aS02 PARTS 

1. 6502 MOTHER BOARD 

PRICE 

50.00 

2. PACKAGE 101 = ALL ICs, 

RAMs, 6502 AND BLANK 2716's 

120.00 

3. PACKAGE 102 = ALL 

RESISTORS, CAPACITORS, 

DIODES, TRS, CRYSTAL, COIL 

AND lACKS 

26.00 

4. PACKAGE 103 = ALL 

1C SOCKETS AND 50-PIN EDGE 
CONNECTORS 

40.00 

5. SWITCHING POWER 

SUPPLY 

105.00 

6. KEYBOARD w/NUMERIC PAD 

130.00 

7.CASE 

99.00 

(1-7), TOTAL 

515.00 

8. W&T MOTHER BOARD WITH 

ALL PARTS BLANK EPROMS 

325.00 

PRICES SUBJECT TO CHANCE WITHOUT NOTICE. 
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Bicycle 

speedometer 



WITH FUEL getting more expensive, 
the world's oil supply running out and 
gas disappearing in a puff of smoke, it 
can't be long now before pedalpower 
makes a comeback. We can see it now; 
CB freaks with cycle mounted rigs and 
six-foot whips on the back. Of course 
there will be lots of research into 
optimum wheel size, cruising speed etc. 
That's where this dandy little project 
will come to your aid. Featuring a 
two-digit readout, bright red LED 
display with 1 MPH resolution updated 
every few seconds, it can be built in a 
trice (ideal if your bike has three 
wheels) and powered from a single 9 V 
battery. 

Swift And Silent 

There have been many bike speedo- 
meter designs published over the years 
but never before has so much been 
brought to so many with so little. Yes, 
only Electronics Today can do this for 
you! No, seriously, before this gets 
totally over done, we'll explain. Only 
three ICs are required plus the two 
displays and a handful of passive con- 
ponents. The whole thing is very easy 
to put together so you can assemble it 
whichever way you like best. The 
speedometer works by detecting each 
revolution of the bike's wheel using 
magnetically-sensitive reed switches with 
one or more bar magnets mounted on 
the wheel. The faster you go, the more 
pulses are counted and the speed 
displayed increases. The display blanks 
out while the counters are advancing to 
avoid a distracting flicker and the count 
period is set up by adjustment of a 
single resistor when the speedometer is 
mounted on your bike. Okay, so it 
doesn't tell your weight, but it won't 
burn a hole in your pocket either! 

Construction/Setting Up 
Nothing to cause any problems here. As 
usual we'd recommend you use sockets 
for the ICs. If you use our PCB design 
you should have success first time 
though the circuit is simple enough to 


0 •— 99 MPH in sixty minutes — that’s how iong it wiii take you to buiid this aii 
eiectronic, solid-state speedometer. 


Bicycle speedometer 



Figure 1. Circuit diagram of the Bicycle Speedometer. 


be put together on Veroboard or 
whatever comes to hand . . . except for 
the original breadboard which went out 
of fashion when ICs arrived. (You try 
knocking nails into a piece of wood the 
size of a postage stamp . . . and anyway, 
you would look silly with a breadboard 
between the handlebars!) 

Reed switches come with two main 
switch actions, either single-pole, 
double-throw or single-pole, double- 
throw (changeover). You can use two 
of the former or simply one of the latter 
(with its centre contact connected 
to the common point on the circuit 
board for the two switches (see Fig. 2). 

Reed switches are usually supplied as 
glass tubes with the switch contacts 
brought out to tags at either end. For 
better protection against the elements 
a single pole double throw reed switch is 
ideal. You can however, do as we did, 
and get by with two single throw units. 

The relationship between wheel 
diameter, gate period and number of 



Figure 2. Overlay and connection details. Remember that SW1 and SW2, the 
reed switches, can be combined as one changeover type reed switch. 
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Side view of speedometer, showing the two batteries. 



Component iayout of PCS. 


rParts List- 


RESISTORS 


R1 

100k 

R2 

10M 

R3 

10k 

R4-R17 

680R 


POTENTIOMETER 

Rx 1 MO linear potentiometer 


CAPACiTORS 

Cl luO, 16 V tantalum 

C2 2u2, 16 V tantalum 

C3 lOn ceramic 

C4 47u, 16 V tantalum 


SEMICONDUCTORS 

Id 4584 or 40106 hex in- 

verting, Schmitt trigger 
IC2,3 4026 

D1,2 1N4148 diode 

DIS1,2 FND357, common cathode, 

7-segment displays 


MISCELLANEOUS 

SW1 ,2 reed switch inserts 

SW3 single-pole, double-throw 

toggle switch 

Magnets 
Battery and clip 
Case to suit 


J 

Figure 3. Waveforms 
within the circuit not 
to scaie. 


magnets required is not a simple one. 
Toy bikes and bikes with 'baby' wheels 
will get away with one or two magnets. 
To obtain a reasonable gate period 
with larger wheels you'll need to use 
more magnets. In practice, fix between 
five and 10 small magnets (the type 
usually supplied with reed switches) 
around the rim of the wheel (the more 

pHow It works 

A low-frequency astable oscillator pro- 
vides the master clock for the circuit. 
ICla, R2, Cl take care of this. Pulses are 
then differentiated and squared up by IClb 
and IClc to provide clock enable and reset 
signals. Figure 3 shows this in detail. 

Integrated circuits IC2 and ICS form a 
two-digit counter and display driver, 
which needs only correct timing and clock 
pulses to operate both 7- segment displays. 
While IClb’s output is low the counters 
are enabled and clock pulses from ICld 
cause the counters to advance. When IClb 
goes high the counters are disabled and the 
count is displayed on the 7-segment 
displays. The combination of ICld and 
ICle forms a simple but effective de- 
bouncing circuit. Some form of signal 
conditioning circuit like this is nearly 
always required when mechanical switches 
are interfaced to digital counters. 
Resistors R4 through R17 limit the 
current in the displays and C4 provides 
overall decoupling. 


the merrier). To stop them falling 
off it's best to glue them in place or 
secure them with pads of double-sided 
tape. Once fixed, a dab of paint or 
varnish will prevent them from getting 
rusty. 

Connect a 1M0 potentiometer or 
preset at the Rx position, get on your 
bike and adjust the pot until you get the 
right speed /-eading. Now, measure its 
value and make it up from fixed value 
resistors or just fasten the pot or preset 
onto the board — there's plenty of 
room. 

If you use separate reed switches, 

I I IC1»PIN2 


COUNTER 

ADVANCES 


COUNT _ 
DISPLAYED 


IC1bPIN4 


n 


n 


ICle PIN6 



make sure that both are never on at 
once or the battery will be short — 
circuited through them. To safeguard 
against this you can connect 10k 
resistors in series with the wires from 
the battery. 

Ideally you'll need a box with a clear 
lid so you can see the display without 
having to cut holes in the box, which 
would let in water. It's best to mount 
the box centrally on the bars so that, if 
the bike takes a tumble no damage will 
be done. Lacquer the back of the board 
so that if any condensation appears 
in the box no shorts will result. The 
circuit takes about 40 mA of current 
when running so two batteries In 
parallel are advisable and there's just 
enough room under the PCB to put 
them. 

Alternatively, you might like to 
make a proper facia panel to hold a 
whole set of instruments (oil pressure, 
ammeter, etc!?) Watch this space! • 
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Musical 

Doorbell 

An inexpensive programmable doorbell pro- 
ject for your home. This instrument will play 
any nine-step melody of your choice. 


MODERN DOORBELLS come in two 
basic types, the simple electrical ‘ding- 
dong’ (chime) or the sophisticated 
microprocessor-controlled multi-tune 
Oh Canada, etc. types. In either case you 
pay your money and have to accept the 
sounds that the manufacturers have pre- 
programmed into your particular device. 
If you ever get tired of your bell’s limited 
range of sounds, you have little option 
but to buy a new unit. 

We have decided to overcome this 
by designing a musical doorbell project 
that the owner can self-program to play 
any desired (but brief) melody. The 
essence of our project is that It Is simple; 
It is devoid of hard-to-get micros, 
PROMs, double-sided PCBs, etc, yet 
gives an entertaining performance. 

Our doorbell is designed to play a 
nine step melody made up of a selection 
of five basic notes or tones. The melody 
lasts for 2-3 S. If the bell-button Is 
briefly operated, the complete 
melody plays once only; If the bell- 
button is held closed, the melody 
repeats continuously. The unit is 
designed so that the owner can 
select or ‘program’ his own melody by 
hard wiring the Interconnections bet- 
ween various pins on the unit’s PCB. 
The nine step, five note choice 
enables any one of a selection of 


almost two million (5®) different 
melodies to be programmed into the 
unit! 

A feature of our doorbell Is that it 
Incorporates a bistable electronic switch 
that connects power to the unit in such a 
way that It consumes virtually zero 
power when In the ‘standby’ mode. 
Whenever the bell-button Is pressed, the 
bistable connects power to the unit for 
the duration of the tune play and then 
automatically disconnects the power 
when the melody is complete; this facili- 
ty ensures long battery life. 

Construction 

Construction of this unit should present 
very few problems, if the overlay is 
followed with care. Note that IC1 and 
ICS are CMOS devices and are best 
mounted In suitable sockets. Also note 
that an insulated link is connected bet- 
ween pin 3 of IC2 and pin 14 of ICS on 
the underside of the board and that 
Veropins are used to facilitate top-side 
connections on the PCB. 

When construction of the PCB is 
complete, connect up a suitable speaker, 
battery and push-button switch and 
prepare to give the unit a functional 
check. When selecting a speaker, 
note that output volume Is propor- 
tional to speaker Impedance and that 



a high impedance unit will give the 
loudest results. 

When you are ready to try out the 
unit, connect a flying lead from D1 to 
one of the A -E note-select points and 
press PB1 to test the first note in the se- 
quence. You can then wire in the D2 to 
D9 note-selection connections, one at a 
time, to establish the rest of the se- 
quence, testing the unit at each step in 
the wiring sequence. 

Once you’ve finished ‘programm- 
ing’ your unit you can fit the PCB, bat- 
tery and speaker into a suitable box, 
hang the unit on your front door and 
finally connect it up to a suitable push- 
button switch. 



Fig. 1. Circuit diagram of the Musical Doorbell. The connections you make between diodes D1-D9 and the points A-E determine the tune 
that is played. 




•HOW It works 

The circuit comprises a bistable (ICl) 
and a transistor power switch (Ql), two 
555 astable multivibrators (IC2 and 1C4) 
and a 4017 decade counter/divider 
(IC3). The bistable (ICl) is designed 
around two gates of a CMOS 400 IB 
and controls the base bias of Ql, 
which in turn controls the positive 
power supply connections to IC2 and 
IC4, the two 555 chips. 

Normally, the output (pin 4) of the 
bistable is high, so Ql receives no 
base drive and is cut off. Under this 
condition, IC2 and IC4 consume no 
power: ICl and IC3, being CMOS 
devices, also draw negligible power 
under this condition. The entire circuit, 
in fact, consumes a typical ‘standby’ 
current of only a microamp or so. 


The circuit is activated by briefly 
pressing PBl, thereby causing the ICl 
bistable to change state and connect 
power to the IC2 and IC4 astables via 
Ql. IC2 is wired as a low frequency 
astable (a few Hertz) and delivers clock 
pulses to IC3. IC3 is a 401 7B decade 
counter/divider; it has ten decoded out- 
puts, which sequentially go high on the 
arrival of successive new clock pulses, 
only one output being high at any given 
time. In our application, the first nine 
decoded outputs are used to sequen- 
tially select (via D1 to D9) timing 
resistors in a second astable, the IC4 
tone generator, which drives a speaker 
via Cl. 

The first nine clock pulses from 
IC2 thus cause nine tones to be se- 


quentially selected via the R7-11 
resistor network. On the arrival of the 
tenth clock pulse, pin 11 of IC3 goes 
high and resets the ICl bistable via R3 
and Cl, thereby cutting off Ql and 
removing power from IC2 and IC4, thus 
completing the operating cycle. 

The action of the ICl bistable is 
such that, if PBl is briefly pressed, the 
instrument plays a single sequence of 
nine notes (total duration is 2-3 S) and 
then automatically switches off. If PBl 
is held closed, however, the sequence 
continuously repeats. Note that the 
owner can set up any tone sequence 
that he wishes by suitably interconnec- 
ting the diode outputs of IC3 to the ‘A’ 
to ‘E’ selection pins on the R7-11 note- 
selection chain. 



INSULATED LINK 0^ 
UNDERSIDE OF PCB 


LSI 

Fig. 2 . Component overlay. 


Parts List 



Resistors All V 4 W, 5% 

Capacitors 


R1 

10k 

Cl 

luO 63V electrolytic 

R2 

4k7 


PCB type 

R3 

47k 

C2 

330n polycarbonate 

R4 

6k8 

C3,6 

lOOn polycarbonate 

R5 

33k 

C4 

lOu 63V electrolytic 

R6 

680k 


PCB type 

R7 

15k 

C5 

lOn polycarbonate 

R8,9,10 

12k 

C7 

47u 25V electrolytic 

R11 

56k 


PCB type 

R12 

22k 

C8 

220u 25V electrolytic 

R13 

100R 


PCB type 

Semiconductors 

Miscellaneous 

IC1 

4001 B 

LSI 

Any 8R0 to 40R speaker: 

IC2,4 

555 


see text 

IC3 

4017 

PBl 

momentary action 

Q1 

2N3905 

B1 

9V 

D1-9 

1N4148 

Case 
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Bcifkgrpuiicl 
Noise SumMcitor 


At last — a psycho-physical 
project, which helps you con- 
centrate and relax. 


IT IS A medical fact that human con- 
centration operates in short bursts 
(up to about 20 minutes) after which 
the individual requires a few seconds 
of relaxation before continuing with 
the work at hand. You can see this ef- 
fect yourself when reading a book or 
studying: every now and again you 
break from concentration and look 
up, perhaps simply to see what time It 
is or to make a cup of coffee. 

It Is also known (and fairly ob- 
vious) that the level of background 
noise can affect the length of concen- 
tration bursts — for instance, too 
much noise prevents you from work- 
ing at all (just try concentrating when 
workmen are digging up the road out- 
side!). Not so obvious Is the effect 
caused by too little background 
noise. Concentration under such a 
condition becomes very difficult and 
can be impossible with absolutely no 
background noise. 

Well, the ETI Background Noise 
Simulator has been designed to deal 
with the last problem. After building 
this project readers who suffer from 
lack of concentration, due to lack of 
background noise, can breathe sighs 
of relief. Of course, we can’t 
guarantee that you will all be 
transformed Into geniuses able to 
rewrite relativity theories, but we can 
promise that you should be able to 
experiment with some interesting 
psychological effects. For Instance 
we tried the project out with our art 
department, along the corridor in the 
ETI offices and they told us that If we 
didn’t go drown our machine In the. 
nearest bucket of water and let them 
get back to sleep, they wouldn’t invite 
us to next year’s Christmas party. 
With that threat In mind we left them 
to it. 

Construction 

This project offers a choice of con- 
struction techniques: either 
Veroboard or PCB can be used to 
build It up. Overlay and connection 
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Fig. 1. From this circuit diagram you can 
see the unusual way Q1 is in circuit. 



Fig. 2. Overlay and connection details — 
use this if you build the circuit on PCB. 


details are given for thenn both in 
Figs. 2 and 3. 

When using Veroboard, 
remennber to break the tracks where 
necessary, as indicated in the under- 
side view of the board in Fig. 2 and 
check that no short circuits are form- 
ed by loose swarf or solder bridges 
between tracks. Track breaks can be 
made using either the correct tool or 
simply a hand-held 1/8” drill bit, by 
holding it on the hole in question and 
twisting gently clockwise. 

Insert resistors first, followed by 
capacitors and finally semiconduc- 
tors. The diagrams show component 
position and connection details. 
Follow them carefully, making sure 
all polarised components are in- 
serted the same way round as in- 
dicated. 

After connection of the speaker 
and a suitable power supply, the pro- 
ject should work satisfactorily first 
time. It then only remains to build the 
board Into a suitable case. 



•Parts List 

RESISTORS 

R1 470k 

R2 2R7 

POTENTIOMETER 

RV1 100k logarithmic poten- 

tiometer 

CAPACITORS 

C1 470n, 16V tantalum 

C2,3 100n polyester 

C4 10u, 16V printed circuit 

mounted electrolytic 

SEMICONDUCTORS 

IC1 LM380 2W power 

amplifier 

Q1 MPS6515 NPN tran- 

sistor 

MISCELLANEOUS 

SW1 single-pole, single-throw 

toggle switch 

1C socket (14-pin) 

Miniature speaker — 64R 

Batteries and clips 



oooooooooooo 


Fig. 3. Veroboard layout and connections 
along with underside view. 
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rHOW It works- 


The heart of this project is none other than 
our old friend the LM380. The IC has all 
the necessary circuitry to form an amplifier 
with over 2W of output power. Of course 
we don’t need all of that power in this ap- 
plication — in fact only 14 W is ample — 
but the LM380 remains one of the cheapest 
amplifier ICs around (regardless of output 
power) so we stuck with it. 

Transistor Q1 forms the noise 
generator. It is connected in a rather 


unusual manner (see the circuit diagram in 
Fig. 1), with its emitter positive relative to 
its base. In this mode, a transistor is 
transmogrified into what is essentially a 
zener diode — a noisy one at that, pro- 
viding a fairly large amplitude (50 mV) of 
noise at its base. Integrated circuit ICl 
amplifies the noise (RVl acting as a volume 
control) to drive the speaker and give the 
background noise. 
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Touch Lamp 



Left in the dark? This project 
gives simpie on/off touch con- 
troi of your battery or AC 
powered bedside iight. 


IF YOU’RE TIRED of fumbling around 
in the dark in search of the lamp 
switch, and then fumbling around try- 
ing to actually operate the switch, our 
touch-operated bedside lamp Is just 
what you need. It is a very simple and 
economic battery operated design 
which has a negligible stand-by cur- 
rent. The use of a touch switch makes 
the lamp extremely easy to operate 
even in the dark, since once you have 
found the touch contacts the unit vir- 
tually operates itself! 

You can use this project to either 
turn a small 6V bulb on and off or 
alternatively to operate a relay (which 
can be used to switch a line-powered 
bulb on and off). The amount of light 
available from a 6V bulb, such as a 
flashlight bulb. Is not very much, of 
course, but is adequate for Its pur- 
pose and has the advantage of mak- 
ing a completely self-contained pro- 
ject with no trailing wires. If you 
choose to build In a relay to the pro- 
ject (as in our prototype) then AC in- 
put and output leads will be 
necessary. 

A point worthy of note is that, 
wired for line control purposes, the 
project will not only turn a lamp on 
and off, but in fact most line powered 
equipment. The project may find 
other uses, therfore, particularly as 
an aid for handicapped persons. 

Construction 

Build up the project using one of the 
standard sized (24 hole by 10 strip) 
pieces of Veroboard, carefully follow- 
ing the overlay details in Fig. 2 . Make 
sure the transistors are inserted cor- 
rectly. 

Drill the case lid to fit the three 
touch contacts, which can be special- 
ly bought contacts, or simply three 
pan head bolts. Mount the contacts 
using soldertags (to provide connec- 
tion points) and nuts. 

You must now decide whether 
you want the project to operate a 
small bulb or a relay. If you choose 
the small bulb, then mount It In a 
holder fitted to the top of the case. 
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Drill a hold near the holder to enable 
the two leads from the lamp to pass 
through to the Interior of the case. 

Some sort of shade can be plac- 
ed over the lamp to give a neater 
finish and a more diffuse light. Some 
food containers and aerosol caps are 
made of a suitable thin white plastic 
material, and a little ingenuity must 
be used here. 

Fit the battery and circuit board 
inside the case and wire up the pro- 
ject as in Fig. 3. 

If you choose to operate a relay 
and thus control a separate AC 
powered lamp (such as a bedside or 
overhead lamp) then drill the sides of 
the case to fit rubber grommets. Push 
the two grommets Into position — 



they will protect the cable from being 
damaged. 

Fasten the relay to the bottom of 
the case (double-sided, self-adhesive 
pads are ideal for this purpose) and 
connect the project as shown in Fig. 
4. 

Use cable ties on the AC input 
and output leads to prevent them 
from being accidentally pulled out. 



Parts List. 

Resistors (All VaW, 5 or 10%) 

R1 10M 

R2 3M3 

Capacitors 

Cl, 2 10n polyester 

Semiconductors 

Q1 VN10KM VMOS tran- 

sistor 

Q2 VN67AF or VN66AF 

VMOS power transistor 


Miscellaneous 

Suitable plastic case 
Veroboard, 24 hole x 10 strip 
Touch contacts. 

9V type battery clip 

Either: Bulb holder and a 6V 100 mA 
bulb for AA-sized cells and a plastic 
holder 

Or: 6-12V operated relay (100R coil, or 
greater) 

9V battery 




-HOW It works 

The Touch Lamp circuit consists of a sim- 
ple bistable. A common name for a bistable 
is a flip-flop, and this helps to explain the 
action of the circuit. 

When the top two touch plates (the ON 
plates) are touched, the bistable is turned 
on and its output voltage goes positive (i.e., 
it ‘flips’) and stays in this state. 

When the lower two touch plates (the 
OFF plates) are touched, the bistable is 
turned on and its output voltage goes to 
zero (i.e., it ‘flops’). 

The output of the flip-flop is used to 
turn a bulb or a relay on and off. 

When power is first applied, the circuit 
takes up a state where transistor Q1 is bias- 
ed into conduction by way of the load and 
resistor Rl. This gives practically OV at the 
drain terminal of Ql, and transistor Q2 is 
therefore cut off as it receives no significant 
bias voltage via resistor R4. Both tran- 
sistors are VMOS types and are therefore 
voltage operated — unlike ordinary bipolar 
devices which are current operated. 

If the two ‘ON’ touch contacts are ac- 
tivated, the skin resistance of the operator, 
is placed between Q2’s gate and the positive 
supply rail. Although this resistance is 
almost certain to be very high, the high in- 
put impedance of Q2’s gate ensures that the 
gate of Q2 is taken a few volts positive so 
that Q2 is biased into conduction. The load 
is therefore switched on. 




ON 


( 


OFF 


{ 



Transistor Q2’s drain terminal is now 
at a very low potential, and is further reduc- 
ed by the voltage divider action of resistors 
Rl and R2 so that Ql now, becomes switch- 
ed off. The voltage at the drain terminal of 
Ql thus rises to virtually the full positive 
rail voltage, and Q2 will be biased into con- 
duction by way of R4 when the operator’s 
finger is removed from the touch contacts. 
This latches the circuit in the ‘ON’ state. 

The circuit can be returned to the 
‘OFF’ condition by touching the two ‘OFF’ 
contacts. The places the skin resistance bet- 
ween the positive rail and Ql’s gate so that 
Ql is biased into conduction. Its drain 
voltage falls back to almost zero so that Q2 
and the lamp are both switched off. Tran- 
sistor Q2’s drain voltage rises to almost the 
full positive supply voltage again so that Ql 


is latched in the on state as a result of the 
bias voltage received via Rl. Thus the cir- 
cuit stays in this state with the lamp switch- 
ed off when the touch contacts are no 
longer operated. 

The circuit can obviously be triggered 
from one state to the other indefinitely by 
operating the appropriate pair of touch 
contacts, and capacitors Cl and C2 are us- 
ed to filter out any electrical noise which 
could otherwise produce spurious opera- 
tions. 

VMOS devices require no significant 
input current and will work at very low 
drain currents. This makes possible a circuit 
having a low stand-by current: the quies- 
cent current consumption of this circuit is 
typically only about 1 uA. 


Emergency 
Lighting unit 



If the power fails, you needn’t 
be left completely in the dark. 
This unit automaticaiiy swit- 
ches on a battery operated 
iamp as soon as the power 
goes off and keeps the battery 
aiways fuily charged and 
ready for action. 

IF YOU’VE ever lived in a large city 
like Toronto on a hot July day when 
everyone has their air conditioners 
going, then you probably know what 
it’s like to be suddenly and complete- 
ly without power. 

Being deprived of the TV and hi-fi 
for a while could well be good for the 
imagination and Improve your conver- 
sational skills no end, but trying to 
find the toothpaste in a pitch black 
bathroom is simply infuriating! 

In these circumstances, even a 
low intensity light is infinitely better 
than none at all. With this in mind 
we’ve designed this project, which 
switches on a 12 volt lamp of up to 24 
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watts as soon as the main power 
fails. It could also be used, of course, 
to power any other 12 volt appliance 
with the same power rating. 

The emergency lamp runs on cur- 
rent supplied by a 12 volt battery, 
which is kept fully charged when not 
in use by a trickle of current. We used 
a NiCad battery for our prototype, but 
there Is no reason why you shouldn’t 
use a lead/acid accumulator Instead 
because the charging current is kept 
so low there is no risk of overcharging 
and damaging the cells. The charging 
current Is determined by a current 
limiting resistor, which must be 
chosen to suit the capacfty and 
charge characteristics of the battery 
you are using. We have provided a 
table which lists the necessary 
values of this resistor for different 
batteries. 

We’ve also Included a red LED on 
the front panel of the unit, to show 
when It is operating (I.e. when the bat- 
tery is discharging). This may seem 
superfluous, because after all you 


can see for yourself whether a lamp Is 
lit or not, but If you are using the unit 
to run a fish tank heater or suchlike, 
then an indication that the unit is 
operating will be reassuring. 

Construction 

All the components are housed In a 
plastic case with an aluminum front 
panel that has terminals for the bat- 
tery and lamp connections. The LED 
which indicates power failure is set In 
the panel above the lamp terminals. 

As the circuit Is very simple, we 
decided to mount the electronics on a 
length of twin tag strip. Mount the 
components as shown In the diagram 
on this page, being careful with the 
orientation of the diodes and the elec- 
trolytic capacitor. 

The current limiting resistor R3 
sets the charging current to the bat- 
teries and must be selected to suit 
the voltage and capacity of the bat- 
tery. Consult the table for the correct 
value. This resistor may run quite 
warm, so it should be mounted so 



that it is spaced about 5mm above 
the tag board for adequate ventila- 
tion. 

If the emergency lamp draws 1 A 
or less, the SCR does not need a heat- 
sink; if the lamp draws between 1 A 
and 2 A, the SCR can be mounted on 
the aluminium front panel with an in- 
sulating mica strip between it and the 
metal. For load currents over 2 A a 
heavier SCR with its own heatsink 
would have to be used, but we do not 
recommend drawing this much cur- 
rent because this is an emergency 
lamp and you won’t want to 
discharge the battery too quickly. 

Next wire the connections from 
the tag board to the LED, the ter- 
minals and the transformer. Be extra 
careful with all of these connections 
and use insulated hookup wire for all 
wiring, including connections across 
the tags on the tag board. The 
transformer is mounted in the top 
right corner of the box, leaving 
enough room for the terminals and 
the tag board. 

Secure the power lead by pass- 
ing it into the box through a clamping 
type grommet. Connect the ground 
wire of the line cord to the solder lugs 
on the transformer case and to the 
the front panel. Make sure that these 
connections are well made and that 
there Is slack left on the power 
ground wire, so that if the cable Is 
pulled out of the grommet the ground 
wire will be the last to break off. 





Resistors (VtW, 5% 
unless otherwise specified.) 

R1 1K 

R2 100R 

R3 Current limiting resistor. 

See table 
R4 1K 


Capacitor 

C1 100u electrolytic, 25V 

Semiconductors 

D1,D2 1N4001 or similar 

silicon diode 

D3 1N34 or similar ger- 

manium diode 

LED1 TIL220R of similar red 

LED 

SCR1 C106Y or similar 


Miscellaneous 

Transformer with 120V primary and 
12V secondary rated at 1.5A; 12V 
NiCad battery; plastic box to suit 
{155mm x 95mm x 50mm); four screw 
terminals, two red, two black; 12V 
light bulb and socket. 
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Emergency Lighting unItH 
I— HOW It works 

When the power is on, the circuit float 
charges a NiCad battery from a 
transformer and rectifier. When the 
power fails, a control circuit switches 
the battery through to the emergency 
light and the LED on the front panel. 

When power is on the NiCad bat- 
tery is trickle charged through a rec- 
tifier diode Dl, which supplies half 
wave rectified current pulses to the 
battery. Capacitor Cl smooths out 
these pulses by charging to the peak 
voltage from the transformer secon- 
dary through D2 and R2 and discharg- 
ing through R1 and the battery when 
the output from the transformer falls, 
the discharge time constant of Cl is 
much longer than its charge time cons- 
tant, so that it does not have time to 
discharge fully during the transformer 
negative half cycle. So Cl stays at a 
high positive voltage, with some ripple, 
as can be ovCn from the oscilloscope 



Waveform at the positive lead of Cl. 


photograph. 

As Cl remains charged, the 
voltage on the gate of SCRl is always 
lower than the voltage on its cathode 
and SCRl is therefore reverse biased, 
so that the emergency lamp is switch- 


ed off. LEDl is also reverse biased and 
not illuminated. 

When the power fails the output 
from the transformer falls to zero and 
Cl starts to discharge through R1 and 
the battery. Once Cl is fully discharg- 
ed it begins to charge in the reverse 
direction from the battery until the 
voltage on the gate of SCRl is about 
0.6 volts higher than the voltage on its 
cathode. SCRl then switches on, 
lighting the emergency lamp. LEDl is 
now forward biased and illuminated. 
The voltage on Cl does not rise any 
further and the capacitor is not damag- 
ed by the reverse polarity because the 
voltage across it is less than the form- 
ing voltage of the electrolyte. 

When the power returns. Cl 
charges again through D2 and R2, turn- 
ing off SCRl and resetting the circuit. 



NiCad batteries may be used with this project and 
they can be obtained in ratings from 500 mAh up 
to 2 Ah capacity. Sealed lead-acid batteries can be 
obtained in higher capacities 


o 


T1 


o 


□1 CURRENT LIMITING 
1 N4001 resistor (AS REQUIRED) 
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Continued from page 90 

LOW Power Pilot Light 

1 23456789 10 11 


Fig. 2. Veroboard layout. Note no track 
breaks are required. 

—HOW It works 

This project consists of a simple oscillator, 
producing pulses which light the LED at 
about one-second intervals. 

The LED is on for only about of 
the total time. Thus the average current 
consumed by the circuit is very small, so it 
won’t waste battery energy while doing its 
job. 
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LED1 


Initially transistor Q1 is biased into 
conduction by resistor Rl, and it in turn 
biases Q2 into conLluction via current 
limiting resistor R2. Transistor Q2 
therefore supplies a current to LEDl 
through R5. Capacitor Cl then charges 
from the supply lines through Q2, R4, and 
the base circuit of Ql, causing a substantial 
base current to flow into Ql. This results in 
Ql, Q2 and LEDl all being switched on. 

Capacitor Cl soon becomes fully 
charged, and the large base current to Ql 
ceases. Transistors Ql and Q2 then start to 
switch off, and the voltage at Q2’s collector 
falls, forcing a reduction in the potential at 
Ql’s base since the voltage across Cl re- 


mains unaltered. This results in Ql, Q2 and 
LEDl all switching off. Capacitor Cl now 
discharges through R4, R5, LEDl, and the 
base circuit of Ql, reverse biasing Ql and 
holding it in the off state. The discharge 

JLJLJL- 


OSCILLATOR 


/ 


WAVEFORM AT THE 
OUTPUT OF THE OSCILLATOR 



path has a higher resistance than the charge 
path, giving the required relatively long off 
time of the LED. When Cl has discharged, 
Rl again biases Ql into conduction, and 
the cycle commences from the beginning 
once again. 

Resistor R3 is needed to ensure that 
leakage currents do not cause Q2 to be par- 
tially switched on when it should be turned 
off, which would reduce the efficiency of 
the unit. Capacitor C2 is a supply decoupl- 
ing component and it prevents the pilot 
light circuit transmitting noise spikes to the 
main equipment via the supply lines. 



ETI BUILDING 
KIT/MAGAZINE 
BINDER 

Now you and your children can have 
hours of fun constructing all sorts of 
models and buildings using the amazing 
new ETI vinyl-covered building kit. The 
flexible joints allow you to make an 
almost infinite variety of shapes, provided 
that they all look pretty much like the one 
in the photograph. Sturdily made, spill- 
proof and nicely fitted with chrome metal 
hardware (car and blocks not included). 

If you should get fed up making 
model houses, these kits can also be used 
to hold a year’s worth of ETI issues. A 
clever spring arrangement allows insertion 
and removal of issues without punching 
or cutting. They’re available postpaid for 
$8.00 (Ontario residents add IVo PST). 
Send to: ETI Binders, Unit 6, 25 Overlea 
Blvd., Toronto, Ont. M4H IBl. 
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infra-Rei 

Alarm 


A project to help you sleep 
nights: our IR Alarm will warn 
you of intruders or of your wife 
raiding the ice box. 


THIS UNUSUAL infra-red beam alarm 
project has a maximum useful range 
of about 10 meters and can form the 
basis of a first-class domestic or 
commercial security alarm system. 

The project comprises two units 
— an infra-red transmitter and an IR 
receiver with a relay output. Both of 
our prototype units are line powered. 
The receiver unit contains facilities 
for operating the relay In either the 
latch or non-latch mode and for exter- 
nally disabling the relay (for 20 
seconds) via concealed ‘by-pass’ 
switches so that authorised persons 
can pass through the beams without 
activating the alarm. 

The most unusual feature of our 
alarm system Is the use of a dual- 
beam infra-red link. The two beams 
are spaced a few Inches apart and 
both beams must be broken 
simultaneously to operate the alarm. 
Our system thus responds only to ob- 
jects greater than the dual-beam size 
and cannot normally be false- 
triggered by moths or other Insects 
passing through the beams or settl- 
ing on the transmitter or receiver 
diodes. 

IR-Beam Principles 

Infra-red beam systems present a cer- 
tain paradox in that the beam Is not 
particularly directional (the transmit- 
ter and receiver do not need to be 
pointing directly at one another) yet 
the actual ‘link’ is highly directional 
and can be broken by a matchstick- 
sized obstruction placed anywhere 
along the link. To understand the 
paradox, try the following simple test. 

Pick out a spot-size object (a 
spot of paint or a screw head, etc). 
Now move around the room, noting 
that the object is visible from many 
different angles and that the visual 
communication beam Is thus not par- 
ticularly directional. Now, from any 
convenient viewing position, look at 
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the object with one eye only and 
move a finger into the line of sight. 
The object is obscured — the visual 
•link is thus highly directional. This is 
a good analogy of a conventional 
single-beam IR system, with the ob- 
ject acting as a single IR source and 
the eye as a single IR detector. This 
system IS susceptible to false- 
triggering by moths or other small in- 
sects that stray into the beam or set- 
tle on the transmitter or receiver 
diodes. 

Make Mine A Double 

Now take the above visual test a bit 
further and pick out two spot-sized 
objects that are spaced roughly 7.5 
cm apart and again check that they 
are visible from many different 
angles. Now look at the objects with 
both eyes and try to break the visual 
link by moving various Items into the 
line of sight. You’ll notice that the 
visual link can only be broken by a 
solid item with a width greater than 
the spacing of the two objects (7.5 
cm), but that this item can break the 
link if placed anywhere along the line 
of sight. 

This latter test is a good analogy 
of our dual-beam alarm system, with 
the two object spots acting as the 
two IR sources and the two eyes ac- 
ting as the two IR detectors. Our 
system Cjan only be activated by ob- 
jects greater than a certain size and 
cannot normally be false-triggered by 
moths or other insects that stray into 
the beams or settle on the transmitter 
or receiver diodes. The beams are not 
unduly directional and do hot require 
the use of lenses to complete the IR 



link, so installation is simply a matter 
of roughly pointing the transmitter 
and receiver towards each other. 

Transmitter Construction 

The transmitter construction should 
present few problems. We used two 
RGBs on our prototype, one for the 
line power supply and the other for 
the actual transrhitter circuit. Take 
the usual precautions over compo- 
nent polarity when assembling the 
boards and use sockets when moun- 
ting the two ICs. 

When RGB construction is com- 
plete, make all necessary inter- 
connections, taking special care to 
ensure that the two Infra-red LEDs 
and LED 1 are fitted with the correct 
)Olarity. Now switch on. If all is well, 
lED 1 will glimmer dimly, indicating 
correct transmitter action. If you have 
a ‘scope you can check that the cor- 
rect output waveform is generated 
across the two IR LEDs. 

The completed unit can now be 
fitted in a suitable case, with the two 
IR LEDs pointing out from the box 
front. The IR LED spacing determines 
the minimum object size that will be 
detected by the system; we used a 
spacing of about 4 cm on our pro- 
totype unit. 

Receiver Construction 

The receiver unit also uses two RGBs, 
one for the power supply and one 
large board for the preamp/main 


receiver. Some care is needed in the 
construction of the large board, due 
to the use of a compact layout and 
miniature components. 

When construction of the boards 
is complete, fit them Into a suitable 
case, together with T1, and make all 
necessary Interconnections, taking 
special care to ensure that the two 
IRDs are connected with the correct 
polarity. The connections between 
the IRDs and the large PCB should be 
kept as short as possible to avoid un- 
wanted pick-up. The IRDs should be 
mounted on the front of the cases, 
with the same spacing as used for the 
transmitter IR LEDs. 

Setting Up 

When construction Is complete, set 
PR1 and PR2 to mid-value and enable 
the relay in the non-latching mode. 
Now space the Tx and Rx a meter or 
two apart, roughly facing one 
another, and turn the receiver on, but 


not the transmitter. The relay (RLA) 
and LED 1 should turn on after a 
delay of about 20 seconds. Indicating 
that no IR signal is being received. 

Now turn on the transmitter and 
check that the relay and LED 1 turn 
off. Reduce the setting of delay con- 
trol PR1 until relay ‘chatter’ starts to 
occur, accompanied by flashing of 
LED 1, and then turn PR1 back until 
the chatter/flashing ceases. This 
point marks the minimum delay set- 
ting that can be used with the system. 

Now temporarily cover (with a 
finger) the face of one of the IRDs, 
reduce the setting of sensitivity con- 
trol PR2 until RLA/LED 1 turn on and 
then turn PR2 back slightly past the 
point at which both components turn 
off. You should now find that RLA/- 
LED 1 turn only when both IR beams 
are broken simultaneously. The 
swItch-on delay can at this stage be 
increased beyond the minimum 
established value if required. 


•-« 



The two IR LEDs and IR detectors are 
mounted in the case ends. 
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Fig. 1 Circuit diagram of the transmitter and its own power supply. 
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The transmitter PCB. 


Fig. 2 Transmitter component overlay. 
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Fig. 3 Circuit diagram of the receiver preamp. 



Fig. 4 Transmitter power suppiy compo- 
nent overiay. 



p-How It works^ 

The IR transmitter beam signal comprises 1 mS 
bursts of 20 kHz pulses, repeated at 50 mS inter- 
vals. The transmitter generates peak IR diode cur- 
rents of 600 mA but, because of the wide 
mark/space ratio (1:50) of the transmitter signal, 
the mean transmitter current is a mere 6 mA. This 
current can be provided by either a battery or a 
line powered supply. Both options are shown in 
the circuit diagram. 

The basic transmitter signal is generated by 
ICl and 1C2. IClb-IClc are wired as a non- 
symmetrical astable multivibrator producing alter- 
nate periods of 1 mS and 49 mS. The output of 
this astable is buffered by ICld and used to gate 
20 kHz astable IC2 on and off via D2. The 
resulting waveform is used to gate 600 mA 
constant-current generator Ql-Rl-LED 1 on and 
off via 1C la and Q2 and thus feed high energising 
currents to the two series-connected infra-red 
transmitter diodes. The high-current transmitter 
pulses are derived from storage capacitor Cl. 

The two infra-red detector diodes are con- 
nected in parallel and wired in series with RIO, so 
that the detected IR signal is developed across 
RIO. The signal is amplified by 1C5. The output 
of IC4. These two amplifier stages have their 
responses centered on 20 kHz, with third order 
low-frequency roll-off provided via C7-11 and 
Cl 2 and with similar high-frequency roll-off pro- 
vided by C8 and the internal compensation 
capacitors of the two ICs. 

The amplified output of IC4 is rectified and 
smoothed by voltage-doubler D4-D5 and 
associated C-R networks and fed to voltage- 
comparator IC3, fed to sensivity control RV2 and 
then further amplified by 1C5 (at point B) takes 
the form of a series of repetitive positive-going 
pulses when a strong IR beam signal is present, or 
of a logic 0 signal when the beam is broken. The B 
signal is passed to the main receiver unit. 

To understand the operation of the main 
receiver unit, assume initially that the emitter of 
Q1 is shorted to ground. The output signal of the 
preamplifier circuit is fed to point B and rectified 
and smoothed by the Dl-Cl-Rl PRl network and 
the resulting DC signal is inverted by ICl a and fed 
to one input terminal of composite AND gate 


IClb-IClc. This signal takes the form of logic 0 if 
the IR beam is unbroken, or logic 1 if the beam is 
broken. The response time to a break can be 
varied via PRl. 

The second input to the composite IClb-IClc 
AND gate is derived from the positive supply line 
via the R2-C2-R3 switch-on delay network and is 
normally high (within a few seconds of supply 
switch-on). The output of the AND gate is fed to 
the base of relay driving Q1 via R7. SWl can be 
used to connect (enable) or disconnect the relay 
from Q1 collector. 

Thus, under normal circumstances, the 
presence of a beam signal results in the ICl a input 
to the AND gate being low, in which case the 
AND gate output is low and Q1 and RLA are off. 
When the IR beam is broken the ICl a input to the 
AND gate goes high, so the AND gate output goes 
high and drives Q1 RLA and LED 1 on (assuming 
that SWl is closed). An exceptibn to this action 
occurs for a brief period following power switch- 
on of the receiver unit, when the relay-driving cir- 
cuit is effectively disable via the R2-C2-R3 delay 
network. Note that the relay can be operated in 
either the latching or the non-latching mode via 
SW2. 

In the description above we’ve assumed that 
the emitter of Q1 is shorted directly to ground. In 
practice, however, the connection to ground is 
made via Q2 collector. Normally, the input to 
ICld is low, so ICld output is high and Q2 is 
driven to saturation via R9 and acts as an effective 
short circuit, so the above action is normally ob- 
tained. Q2 can, however, be cut off at any time, 
thereby disabling the relay circuit, by momentarily 
closing PBl or PB2. This action causes C3 to 
charge rapidly via R4 and cut off the Q2 base drive 
via ICld. The base drive is restored roughly 20 S 
after the release of PB1/PB2 as the C3 charge 
leaks away via R5. This 20 S disable facility allows 
an authorised person to pass through the IR beam 
without activating the alarm by first momentarily 
operating one of the PB1/PB2 buttons. 

The complete IR receiver circuit is powered 
from the AC line via the T1-BR1-C5 network and 
the IC2 12 V regulator chip. 
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IRDI 

CATHODE 


IRDI 
IRD 
ANODE 


COIL 

RLA1 


•PB1,2 


+12V 


R^A 

OUTPUT 


SW1 COMM 
SW1 

SW2 (LATCH) 


PB1,2 OV 


SV\/2 COMM 


Fig. 5 Component overlay of the combined preamp and receiver board. 




TRANSMITTER 

Resistors All Va W, 5% 

R1 

1R5 

R2 

47R 

R3 

4k7 

R4 

. 12k 

R5 

2k2 

R6 

22k 

R7 

10k 

R8 

820k 

R9 

470R 

Capacitors 

C1 

lOOOu 16 V electrolytic 

C2 

1n5 polycarbonate 

C3 

lOOn polycarbonate 

C4 

lOOu 16 V electrolytic 

Semiconductors 

IC1 

CD4011B 

IC2 

ICM7555 

Q1 

2N2904 

Q2 

MPS6566 

IR LED 1,2 

LD271 

BR1 

50 V, 1A 

D1,2 

1N4148 

ZD1 

9V1 


Miscellaneous 

T1 

12 V 100 mA 

SW1 

DPDT miniature toggle 

Case for transmitter 

RECEIVER 

Resistors all Va W, 5% 

R1,5 

470k 

R2 

2M2 

R3,7,16,25 

4k7 

R4,15 

470R 

R6,13,26 

12k 

R8 

680R 

R9 

1k2 

RIO 

100k 

R11,12,17, 

18,22,24 

10k 

R14,19 

1M0 

R20 

6k8 

R21 

47k 

R23 

27k 

Potentiometers 

PR1 

2M2 miniature 

PR2 

horizontal 

27k miniature horizontal 

Capacitors 

Cl ,4 

220n polycarbonate 


C2 

6u8 25 V tantalum 

C3 

47u 16 V tantalum 

C5 

lOOOu 16 V electrolytic 

C6 

lOOn polycarbonate 

C7,11 

1n5 polycarbonate 

C8 

220p ceramic 

C9 

22u 25 V tantalum 

CIO 

lOOu 16 V PCB type 

C12 

4n7 polycarbonate 

C13 

47n polycarbonate 

C14 

lOn polycarbonate 

C15 

3n3 ceramic 

Semiconductors 

IC1 

CD4093B 

IC2 

7812 + 12 V 

IC3,4,5 

CA3140 

Q1,2 

MPS6515 

D1,4,5 

1N4148 

D2,3 

1N4001 

IRD1,2 

SFH205 

BR1 

50 V 1A 

Miscellaneous 

T1 

12 V 3 VA 

RLA 

2 Pole N/O 12V 120R 
Coll 

SW1,2 

SPOT miniature toggle 

SW3 

DPDT miniature toggle 
Case for Receiver 
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infra Red Alarm 


InstaMation 

Installation of the alarm system is 
simplicity itself. Merely space the Tx 
and Rx the required distance apart 
(up to several meters), point them 
roughly towards each other and then 
adjust sensitivity control PR2 until 
the required switching action is ob- 
tained. Hidden bypass switches (PB1 
and PB2) can, if required, be placed 
on either side of the beam to allow 
authorised access. 



NOTE: 

D1 IS 1N4148 

D2-D3 ARE 1N4001 

BR1 IS 50V 1A BRIDGE 

RECTIFIER 

Q1-Q2 ARE MPS6515 

IC1 IS CD4093B 

IC2 IS LM78M12 OR SIMILAR 

T1 IS 12V 3VA 

RLA IS 2 POLE C/0 RELAY 

12V COIL RESISTANCE 

120R OR GREATER 



O 


LINE 

INPU' 


Fig. 6 Circuit diagram of the receiver and power suppiy. 



Fig. 7 Component overiay of the receiver power supply board. 
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Antenna 

Extender 





If you intend to buy (or already 
own) a motorised antenna, 
then you shouldn’t be without 
this intelligent gadget which 
automatically controls your 
aerial’s ups and downs. 

THERE IS A LARGE PROPORTION of 
motorists who have hacj the misfor- 
tune of losing their car aerial through 
a car-wash, through accicfental 
breakage or maybe to the young van- 
dal eager to add another victim to his 
list. 

Judging by the number of 
coathangers that have found their 
way out of the family wardrobe and 
Into the orifice where the chrome rod 
once stood, one only has to wait anx- 
iously for the coathanger industry to 
replace the car aerial. It is not surpris- 
ing that with these catastrophic 
events prevailing, drivers are reluc- 
tant to replace their aerial. However, 
if you install a motorised antenna in- 
corporating the ETI antenna con- 
troller, It will reduce the risk of losing 
your aerial. 

The unit Is designed to replace 
the manual operation of ‘holding’ the 
antenna switch In the ‘on’ position to 


activate the aerial. The ETI controller 
overcomes this hindrance by sensing 
whether the radio Is ‘on’ or ‘off’ state 
and automatically extending or 
retracting the aerial. 

Better Safe Than Sorry 

There are also certain fall-safe 
features which are Incorporated to 
comply with the manufacturer’s in- 
structions. These are: 

(i) when the antenna has ex- 
tended it should not be swit- 
ched from up to down or 
vice versa without waiting 
for at least 3 s before the 
next operation. 

(ii) switching the radio on and 
off repeatedly will have no 
effect while the aerial is in 
operation. 

With these features our project 
supersedes most commercial units 
already available. 


Construction And Setting Up 

Construction is straightforward. All 
components. Including the relays, are 
mounted on a single PCB. Begin con- 
struction by inserting all low profile 



components, i.e. wire links, PC pins 
and sockets, followed by resistors, 
diodes, capacitors and transistors, 
observing the orientation of all 
polarised components. R15 is 
soldered underneath the PCB be- 
tween the junction of PR2/PR3, and 
the positive end of C5. 




Fig. 1 Circuit diagram of the Antenna Extender. 
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Antenna Extender 


Before you fit the PCB in its box 
the following setting-up procedure 
should be carried out: 

1) Fit IC1 and link points B 
and C. (This is used for set- 
ting up only.) 

2) Connect a 12 V power sup- 
ply to the PCB supply ter- 
minals. 

3) Adjust PR1 until LED1 just 
turns on; mark this position. 

4) Connect Rjest shown on 
the circuit diagram. Adjust 
PR1 until LED1 turns off; 
mark this position. 

5) Disconnect Rjest- should 
now be adjusted to the mid- 
way setting of steps 3 and 

4. 

6) For a final check, Rjest 
be reconnected and LED1 
will switch on; If all Is well 
the remaining ICs can now 
be fitted. 

We mounted our PCB on three 
V 4 ” spacers. When it comes to hook- 
ing up the unit, there should be no 
complications as there are only four 
wire connections to consider. These 
are made via a four-way terminal 
block on the side of the case. The 0 V 
connection Is made to the Internal 
ground terminal of the case. The com- 
pleted unit can be secured In a 
suitable place underneath the hood, 
thus completing the ground return to 
the battery through the chassis. 


HOW It works 

IC1 is configured as a voltage com- 
parator with a fixed reference voltage 
at pin 3; pin 2 is arranged in the same 
way except that D1 is included as the 
sensor. If a load Is present (i.e. the car 
radio Is switched on), the voltage at pin 
2 will fall to a value of (Vcc -600) mV, 
this being the forward voltage drop of 
the diode. This change of voltage Is 
now compared to the reference at pin 
3. As the voltage has decreased the 
output of IC2 will switch to approx- 
imately the supply voltage. 

PR1 is Incorporated in the circuit 
to balance the tolerances of R4, 5, 6 
and 7 so that with any extreme 
changes of voltage or temperature, the 
comparator will -reliably detect a 
change at pin 2. 

The output of IC1 is fed to IC2a 
and b (bilateral switches). These swit- 
ches are normally closed, but with a 
low signal at their controls (pins 12 and 
13) the switches will open, breaking the 
connection to the rest of the circuit 
and providing the necessary inhibit 
facility. ZD1 is added to suppress tran- 
sients that might cause false trigger- 
ing. 

If the car radio is switched on the 
output of IC2b is high; this voltage Is 
fed to the Input of a non-inverting gate 
(IC3a). The output of this gate deter- 
mines the relay direction via Q3, as 
well as providing the input to the edge 
detector IC3b. The function of this gate 
is to give a positive-going pulse 
whenever its input changes state. R14 
and C4 are added for protection 


against spikes that occur during swit- 
ching. IC3 squares the output of the 
edge detector, so a reasonably narrow 
pulse is available to trigger the first 
monostable (IC4a, IC4b). The output of 
IC4b energises RLB via Q4 for a period 
set by PR2 and C5 (this is not more 
than 5s). RLB is now supplying power 
to the motor antenna with a polarity 
determined by RLA, so while the 
monostable Is turned on the antenna 
will extend. When this period has end- 
ed, pin 4 of IC4a will assume a high 
state, triggering the second 
monostable (IC4c, IC4d). The outputs 
of both monostables are fed to a diode 
OR gate and inverted by Q2 to open the 
bilateral switches. This gives a total in- 
hibit time of approximately 6 s, allow- 
ing 3 s for the antenna to extend, plus a 
further 3 s delay before the next opera- 
tion can take place. 

D6 ensures that C5 Is fully 
discharged at the end of the 
monostable period, to prevent false 
triggering by residual charge. 

When the radio is switched off, 
the output of the comparator and IC3a 
will be low. As pin 8 of IC3d Is at 0 V, Its 
output will be high which closes IC2c; 
at the same time IC2d opens and the 
down sequence Is activated. The 
monostable and RLB follow the same 
mode of operation as already describ- 
ed. 

Q1 and associated components 
(R3, C1 and ZD1) provide a regulated 
supply for the CMOS devices. 


Parts List 

Resistors (all V 4 W, 5%) 

R1 100R 

R2 330R 

R3 IkO 

R4,5, 6,7,10 6k8 

R8 4k7 

R9,11,13 

16,17 10k 

R12,14,15 100k 

R18 1M5 

Potentiometers 

PR1 2k2 miniature horizontal 

preset 


PR2,3 

1M0 miniature horizon- 
tal preset 

Capacitors 

C1 

47u 16V tantalum 

C2 

lOOn polycarbonate 

C3 

lOOn ceramic 

C4 

lOn polycarbonate 

C5 

4u7 35 V tantalum 

C6 

3u3 16 V tantalum 

Semiconductors 

IC1 

CA3140 

IC2 

4066B 


IC3 

4070B 

IC4 

4001 B 

Q1-4 

2N3904 

D1 

1N5401 

D2-5 

1N4001 

D6-8 

1N4148 

ZD1 

10V, 400mW 

ZD2 

9V1, 400mW 


Miscellaneous 

RLA,B double pole changeover, 

coil resistance 205R. 
Four-way terminal block, case. 



Fig. 2 Component overlay. Note that R15 is soldered beneath the PCB. 
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Fig. 3. How to wire up the unit. The radio 

power supply is taken via the controller 
board. 
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Continued on page 114 



Use your car headlights to give 
post-parking illumination with 
this simple unit. 


THIS SIMPLE LITTLE UNIT lets you 
use your car headlights to illuminate 
your pathway for a pre-set period of 
about 50 seconds after you have park- 
ed the vehicle. At the end of this 
period the unit turns the lights off 
automaticaliy. 

The unit thus enables you to 
avoid walking into trash cans or tripp- 
ing over junk that may be obstructing 
your private driveway, and helps you 
avoid stepping Into various nasties 
that may be laying on the public 
sidewalk. The unit is easy to install In 
the vehicle. 


PB1 

START 


-I- 


1 VEHICLE 
I BATTERY 
1 12V 

I 




RL 

12 

12( 

A1 

V 

)R 





12V 


HEADLIGHT 

SWITCH 


DELAY 

UNIT 




SW1 


HEADLIGHT 


— O O— I 

PB1 I 


<S) 


nfn 


Construction and Use 


Construction of the unit should pre- 
sent no problems at all. The relay can 
be any 12V type with a coll resistance 
of 120 ohms or greater, and with two 
or more sets of N.O. contacts that are 
rated at 3 amps or greater. 

When It comes to installing the 
unit, note that two methods of con- 
nection to the vehicle are possible. 
On some vehicles the headlight 
switch is connected directly to the 
battery so that the headlights operate 
even when the Ignition is turned off 
(see Fig. 2a). In this case take connec- 
tion 4 of the 5 way terminal block 
directly to the live side of headlamp 
switch SW1, and connection 5 to the 
headlamp side of SW1. 


Fig. 1 Circuit diagram of the unit. 

The alternative connection is 
shown In Fig. 2b. Here, the headlight 
switch Is wired In series with the vehi- 
cle’s ignition switch, so that the 
headlights only operate when the Ig- 
nition Is turned on. If your vehicle 
uses this type of connection, take 
connection 4 of the 5 way terminal 
block to the live side of the ignition 
switch, and take connection 5 to the 
headlamp side of SW1. 

Fig. 2a (Left): Connection of the deaiy unit 
to a car system where the headiights are 
independent of the ignition switch. 

Fig. 2b (Right): Connection to aii other 
systems. 

i-How It works — ' 

The unit is designed around a type-555 
timer with a relay output. The relay has two 
sets of normally-open contacts. Normally, 
START switch PBl and the relay contacts 
are open, so zero power is fed to the timer 
circuit and (assuming that HEADLIGHT 
switch SWl is open) the headlights are off. 
Circuit action is initiated by briefly closing 
push-button switch PBl. 

When PBl is momentarily closed 
power is fed directly to the relay coil, 
and the relay turns on. As the relay 
turns on contacts RLA/2 close and app- 
ly power to the headlights and con- 
tacts RLA/1 close and apply power to 
the timer circuit, but pin 2 of the IC is 
briefly tied to ground via Cl and R3 at 
this moment, so a negative trigger 



pulse is immediately fed to pin 2 of the 
IC and a timing cycle is initiated. Con- 
sequently, pin 3 of the IC switches high 
at the moment that the relay contacts 
close, and thus locks the relay on ir- 
respective of the subsequent state of 
switch PBl. 

The 555 is wired as a one-shot timer or 
monostable with a timing period of about 
50 seconds (determined by R2 and C2): 
Thus, the relay and headlights are held on 
for the duration of this 50 second timiqg 
period. At the end of the timing period pin 
3 of the IC switches to the low state, so the 
relay turns off and contacts RLA/1 and 
RLA/2 open, removing power from the tim- 
ing circuit and the headlights. The 
operating sequence is then complete. 
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Headlight Delay 


RLA 
1 

NORMALLY 

OPEN 


RLA COIL 
«• 01 a 


RLA COIL 
& 01 l< 

PB1 


Fig. 3 Component overlay for the 
delay unit. 



Fig. 5 Full size foil pattern of the headlight 
delay PCB. 


iParts List 

RESISTORS 

R1 22k 

R2 470k 

R3 1k 

CAPACITORS 

C1 lOOn polyester 

C2 lOOu elect. 

SEMICONDUCTORS 

IC1 NE555 

D1,2 1N4001 

MISCELLANEOUS 

Relay rated at 3A 2 pole n/o 120 ohms 
or more SPST push button 5 way ter- 
minal block rated at 5A case. 


CONNECTIONS 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


OV 

CHASSIS 


PB1 


SWAY 

TERMINAL 

BLOCK 


SW1 

HEADLAMP 

SIDE 


SW1 

+12V 


Fig. 4 Wiring of the delay unit to a 5 ter- 
minal connection block. 



Fig. 6 

The relay and D1 wiring. 




Antenna Extender 

Continued from page 112 



PLEASE MENTION ETI WHEN REPLYING TO 

ADVERTISEMENTS. 
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Tachometer 


A unique two-range tach that 
gives an anaiogue RPM 
dispiay on a bar of 21 LEDs. 
The display flashes to indicate 
an alarm condition when the 
RPM exceed a preset limit. 


THE ETI TACH/ALARM is an all solid- 
State project. It displays engine 
speed in analogue form (like a con- 
ventional tach) as an illuminated sec- 
tion of a line of 21 LEDs. The length of 
the illuminated section Is propor- 
tional to the engine speed, so that 
half of the scale Is Illuminated at half 
of full-scale speed, and so on. In other 
words, the display Is in bar rather 
than dot form. 

The Tach/Alarm can be used with 
virtually any type of multi-cylinder 
gas engine. It has two speed ranges, 
each of which can be calibrated by a 
preset pot to give any full-scale speed 
range required by the individual 
owner. Our prototype Is calibrated to 
give full scale readings of 10,000 RPM 


and 1,000 RPM on a four-cylinder, 
four-stroke engine. The lower range is 
of great value when adjusting the 
engine’s ignition and carburetor for 
recommended idle speeds. The upper 
range has adequate resolution (500 
RPM per step in our case). 

A unique feature of our product 
Is the provision of a visual over-speed 
alarm facility, which causes the LED 
display to rapidly flash on and off 
when the RPM exceed a preset level; 
the tach continues to indicate the ac- 
tual RPM under the alarm condition. 
Tachs are normally placed directly In 
front of the driver in sports/racing 
cars, so this visual alarm system Is a 
highly effective ‘attention getter’ in 
such vehicles. 

The unit is designed for use only 
on vehicles with 12V electrical 
systems. It can be used with conven- 
tional or capacitor-discharge (CD) ig- 
nition systems and is wired Into the 
vehicle with three connecting leads. 
It can be used on vehicles with either 
negative or positive ground electrical 
systems. 


Construction 

The complete unit, including the 21 
LED display, is mounted on a single 
PCB. Take care over the construction, 
paying special attention to the follow- 
ing points: 

(1) Our prototype uses a display com- 
prising a linear row of 21 square 
LEDs, mounted horizontally on the 
PCB. You may prefer to use a semicir- 
cular display of LEDs, In which case 
you can mount the display on a 
separate board of your own design, 
with suitable connections to our 
board. In either case confirm the 
polarity and functioning of each of 
the 21 LEDs, by connecting in series 
with a 1 KO resistor and testing across 
a 12V supply, before wiring Into place 
on the PCB. Note that the LED col- 
ours can be mixed. If required. 

If you use the same display form 
as our prototype, bend and adjust the 
LED leads so that each LED slightly 
overhangs the edge of the PCB when 
soldered into place. 

(2) Seven link connections are made 
on the PCB. Also note that the exter- 
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Led Tachometer 


nal connections to the unit (OV, + ve 
and points) are made via solder ter- 
minals (Veropins). 

(3) Range-changing Is achieved via a 
three-pole two-way switch. On our 
prototype we’ve used a slide switch 
for this purpose. 

(4) Note that the values of C2 and C3 
must be chosen to suit the engine 
type and full-scale RPM ranges re- 
quired (see the conversion graph). 
Our prototype, calibrated to read 
10,000 RPM and 1,000 RPM on a four- 
cylinder four-stroke engine, uses 02 
and 03 values of 22nF and 220nF 
respectively. 

When the construction Is com- 
plete, connect the unit to a 12V supp- 
ly and check that only LED1 Il- 
luminates. If all LEDs illuminate, 
suspect a fault in the wiring of 101. 

Calibration 

The unit can be calibrated against 
either a precision tachometer or 
against an accurate (2% better) audio 
generator that gives a square wave 
output of at least 3V peak-to-peak. 
The method of calibration against an 
audio generator Is as follows. 

Connect the tach to a 12V supply 
and connect the square wave output 
of the audio generator between the 
OV and points terminals of the unit. 
Check against the conversion graph 
to find the frequency needed to give 
the required high range full-scale 
RPM reading on the type of engine in 



question and feed this frequency into 
the tach input. Switch SW1 to Its high 
range (10,000 RPM on our prototype) 
and adjust PR1 for full-scale reading. 
Now set the generator to the alarm 
frequency and adjust PR3 so that the 
display flashes. Recheck both ad- 
justments. 

Now switch SW1 to Its low range 
(1,000 RPM on our prototype), set the 
required full-scale frequency and ad- 


just PR2 for a full-scale reading on 
the tach. Note that the alarm facility 
is inoperative on this range. 

Installation 

The completed unit can either be 
mounted in a special cut-out In the 
vehicle’s Instrument panel or 
(preferably) can be assembled In a 
honne-made housing and clipped on 
top of the instrument panel. In either 


L^12 



Fig. 3 Component overlay. 
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HOW It works 

The Ignition signal appearing on a.vehi- 
cle’s points has a basic frequency that 
Is directly proportional to the RPM of 
the engine. Our tach works by picking 
up the signal, extracting its basic fre- 
quency, converting the frequency to a 
linearly-related DC voltage and then 
displaying this voltage (and thus the 
RPM) on a line of 21 LEDs. The basic 
tach can thus be broken down, for 
descriptive purposes, into an Input 
signal conditioner section, a 
frequency-to-voltage converter section 
and a LED voltmeter display section. 

The input signal conditioner sec- 
tion comprises R1-R2-R3-ZD1-C1. The 
points signal of a conventional ignition 
system consists of a basic RPM- 
reiated rectangular waveform that 
switches alternately between zero and 
12V, onto which various ringing 
waveforms with typical peak 
amplitudes of 250V and frequencies up 
to 10 kHz are superimposed. The pur- 
pose of the Input signal conditioner is 
to cleanly filter out the basic rec- 
tangular waveform and pass it on to 
the F-to-V converter. It does this first 
by limiting the peak amplitude of the 
signal to 12V via R1 and ZD1 and then 
filtering out any remaining high fre- 
quency components via R2-R3-C1. The 
resulting clean signal is passed on to 
the input (pin 1) of IC1. 

IC1 is a frequency-to-voltage con- 
verter chip with a built-in supply 
voltage regulator. The operating range 
of the 1C is determined by the value of 
a capacitor connected to pin 2 and by a 
timing resistor and smoothing 


capacitor connected to pins 3-4. In our 
application, two switch-selected 
presettable ranges are provided. The 
DC output of the 1C is made available 
across R13 and is passed on to the 
high-impedance input terminals of the 
IC2-IC3 LED voltmeter circuit via series 
resistor R14. R14 is essential to the 
operation of the alarm section of the 
tach. 

IC2 and iC3 are LED display 
drivers. Each 1C can drive a chain of 10 
LEDs, the number of LEDs illuminated 
being proportional to the magnitude of 
the IC’s input signal. Put simply, the 
ICs act as LED voltmeters. 

In our application, the two LM3914 
ICs are cascaded in such a way that 
they perform as a single 20-LED 
voltmeter with a full-scale range of 
2V4. This full-scale value Is determined 
by precision voltage references built 
Into the ICs. The full-scale reference 
voltage (2V4) Is generated across R16 
and PR3. The configuration of our 
voltmeter is such that It gives a bar 
display, in which LEDs 1 to 11 are il- 
luminated at half-scale or LEDs 1 to 21 
are illuminated at full-scale. R7 to R12 
are wired in series with the display 
LEDs to reduce the power dissipation 
of the two ICs. LED 1 Is permanently Il- 
luminated so that the RPM display 
does not blank out completely when 
the engine Is stationary with the Igni- 
tion turned on. 

The alarm section of the tach Is 
fairly simple. IC4 Is wired as a voltage 
comparator with a stable reference 
voltage fed to its non-inverting (pin 3) 


input from PR3 and with an RPM- 
related voltage fed to its Inverting (pin 
2) input from R13 via SWIc. The output 
of IC4 is used to enable or disable 
astable multivibrator IC5 and the out- 
put of IC5 is used to enable or disable 
the inputs to the IC2-IC3 voltmeter via 
Q1 and R14. 

At low engine speeds (below the 
alarm level) the Input of IC4 is driven 
high, thereby disabling the iC5 astable 
by preventing C8 from discharging. 
Under this condition the output of IC5 
Is driven low, cutting off Q1 and enabl- 
ing the tach circuit to operate In the 
normal way. 

At high engine speeds (at or above 
the alarm level) the output of IC4 Is 
driven low, thereby enabling the 1C5 
astable to operate at a rate of roughly 2 
Hz and alternately drive Q1 on and off. 
In the moments that Q1 Is cut off, the 
tach operates in the normal way, but in 
the moments that Q1 is driven on Its 
collector pulls the pin 5 input terminals 
of IC2 and IC3 to near-zero volts and 
thereby effectively blanks the LED 
displays. The LEDs flash rapidly under 
the alarm condition, but continue to In- 
dicate RPM values. 

The alarm point can be set in any 
position on the tach scale by PR3. 
SWIc Is used to disable the alarm sec- 
tion when the tach is set to its low 
(1,000 RPM In our prototype) range. 
Note that the power supply to the 
alarm is decoupled from the main sup- 
ply by D3 and C9. 


Continued on page 119 
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Bargraph car 
voltmeter 


A ‘must’ for the proud automobile owner. An 
all solid-state 10-LED expanded-scale car 
voltmeter or battery-condition indicator. 

A VOLTMETER Is a useful accessory to have fitted to a 
car since It can, when properly used, give the owner an 
excellent Indication of the state of the battery and Its 
charging circuit. Under no-load conditions, with the 
engine turned off, a sound and well charged battery will 
give a reading of 12 to 13 volts. Any value lower than 12 
volts Indicates a defective battery. 

With the engine turned off and all lights switched 
on, the battery reading should fall to 11 to 12 volts. 
Again, any reading lower than this Indicates a faulty 
battery. 

With the engine running at a fast Idle and the elec- 
trical system lightly loaded, the battery reading should 
rise to between 13 and 14 volts. A reading below the 
lower value Indicates a faulty alternator or a defective 
regulator. A reading above the upper value Indicates a 



defective regulator. 

You’ll notice from the above statement that the 
range of voltmeter readings that are of Interest span on- 
ly a very limited range, from say 10.5 volts minimum to 
15 volts maximum, so a special type of ‘suppressed 
zero’ voltmeter should Ideally be used In the car. 

Our car voltmeter Is very special. It Is an all solid- 
state design that gives a readout on a two-coloured line 
of ten LEDs (light emitting diodes). The unit has ex- 
cellent long-term and thermal accuracy once It has been 
Initially calibrated to span the range 10.5 to 15 volts. 
The unit Is very easy to Install In the vehicle and has a 
total building cost of only 10 dollars or so. The unit 
gives a ‘dot’ display In which only one of the ten LEDs Is 
Illuminated at any one time. 

Construction And Use 


tings of RV1 ADN RV2. The calibration Is then complete 
and the unit can be installed in the vehicle by taking the 
‘0’ volt lead to chassis and the ‘ + 12 volt* lead to the 
vehicle’s battery via the Ignition switch. 


Parts Ust 


Resistors (ali V 4 W 5%) 

R1 4k7 

R2 1k2 

Potentiometers 

RV1,2 4k7 preset 


Semiconductors 

IC1 LM3914 

LEDs 

1,2,3,9,10 TIL 209 

LEDs 

4,4,6,7,8 TIL 211 


The entire circuit. Including the ten LEDs, Is built up on 
a small PCB and construction should present very few 
problems. Note that IC1 Is an 18-pln device and also 
that It should be fitted to the PCB via a suitable holder. 
We advise testing each one of the LEDs, to confirm its 
functioning and polarity, before fitting it to the PCB. 

To check each LED, connect It In series with a 470R 
resistor and then connect the combination across a 
12-volt supply. If necessary switch the LED connections 
until the LED illuminates, under which condition the 
lead closest to the positive supply rail is the anode. 

When construction is complete, double-check the 
circuit wiring and connect the unit to a variable voltage 
DC supply that can span the 10-15 volt range. Monitor 
the supply voltage with a reasonably accurate meter 
and calibrate the unit as follows. 

Set the supply to 15 volts and adjust RV1 so that 
LED 10 just turns on. Reduce the supply to 10 volts and 
adjust RV2 so that LED 1 just turns on. Recheck the set- 
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-HOW It works 

There Is little we can say other than the ICI acts as a LED- 
driving voltmeter that has its basic maximum and minimum 
readings determined by the values of R2 and RV2. When cor- 
rectly adjusted, the unit actually spans the approximate range 
2.5 volts to 3.6 volts, but is made to read a supply voltage span 
of 10-10.5 volts to 15 volts by interposing potential divider 
R1-RV1 between the supply line and the pin-5 Input terminal of 
the 1C. 

The 1C Is configured to give a ‘dot’ display, in which only 
one of the ten LEDs is Illuminated at any given time. If the sup- 
ply voltage is below 10.5 volts, none of the LEDs illuminate. If 
the supply equals or exceeds 15 volts, LED 10 Illuminates. 



Fig. 1. Circuit diagram of the ETi Bargraph Car Voitmeter. The choice of a box is 
determined by the type of instaiiation required. , 
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PCB overlay for the Voltmeter (left). Note the position of IC1. 
PCB foil patter (lower left). Take care to avoid solder splashes. 


RED LEDs GREEN LEDs 

^ ^^"0 O O 


RED LEDS 


Tt ° 

10V5 11V 


12V 


13V 


14V 


15V 


I 




TO BATTERY +Ve 
VIA IGNITION SWITCH 






LED 1 (LED 2ILED aiLED 4|LED sIlED SIlED 7|LED 8 LED 


|LED 10 


18 17 16 15 14 13 12 11 


IC1 

LM3914 


4k7 


RV1 


5k0 





7 


SET UPPER 
LIMIT (15V) 


RV2 

5k0 

SET LOWER 
LIMIT (10.5V) 


Lad Tachometer ■■■■■ 

Continued from page 117 

case try to fit some kind of iight 
shield to the face of the unit, so that 
the LEDs are shielded from direct 
sunlight. 

To wire the unit into place, con- 
nect the supply leads to the tach via 
the vehicle’s Ignition switch and con- 
nect the unit’s points terminal to the 
points terminal on the vehicle’s 
distributor. 

The lower range of the tach is of 
great value when adjusting the 
engine for correct Idle. It Is thus ad- 
vantageous to arrange the tach hous- 
ing so that it can be easily dis- 
mounted from the Instrument panel. 


Parts Ust 

Resistors all VkW, 5% 

R1,2,5 10k 

R3,13 22k 

R4 470R 

R6,15 1k2 

R7,9,10,12 330R 

R8,11 270R 

R14 27k 

R16,20 2k2 

R17 270k 

R18,19 12k 

R21 1M0 

R22 6k8 

R23 4k7 

Potentiometers 

PR1,2 100k miniature horizon- 

tal preset 

PR3 47k mlnature horizontal 

preset 

Capacitors 

Cl, 2 22n polycarbonate 


C3,8 

220n polycarbonate 

C4 

luO 35V tantalum 

C5 

4u7 35V tantalum 

C6,7 

47u 16V tantalum 

C9 

lOOu 25V electrolyti 

Semiconductors 

IC1 

LM2917N 

IC2,3 

LM3914 

IC4 

CA3140 

ICS 

ICM7555 

Q1 

2N3904 

ZD1 

400mW 12V 

D1,2 

1N4148 

D3 

1N4001 

LED1-21 

Red, square type. 

Miscellaneous 

SW1 

3-pole double throvs 

PCB, case. 

switch 
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form a capacitive trimming circuit 
(see photograph and refer to the set- 
ting up procedure). The LEDs are 
directiy mounted on the PCB and ap- 
propriate hoies are driiied in the front 
case panei to aiiow these to pass 
through. 


In the internal shot, note how the trimm- 
ing wire is taped to one side of the case. 


Don’t go out and buy a second- 
hand car without building this 
handy little gadget. It’ll point 
out any problems under the 
paintwork. Design by R017 
Holmes. Development by Tony 
Alston. 

THE PURPOSE OF THIS project Is to 
help the selective second-hand car 
buyer detect the amount of body-filler 
used under well-disguised repair 
jobs. The unit gives a two-state in- 
dication of metal or plastic, (‘OK’ or 
‘BAD’ respectively). 

Our metal detector uses a 
capacitive sensing principle, which 
will detect the presence of any con- 
ductive object. Because of this the 
circuitry is much simpler and more 
reliable than metal detectors working 
on an Inductive principle, it is also 
more suitable in this type of applica- 
tion where large areas of metal must 
be checked. 

In use the device Is switched on 
and lightly run over the car panels; If 
It runs over an area of body-filler the 
‘BAD’ light will come on, otherwise It 
should read ‘OK’. 


rear of the case. First cut a rec- 
tangular hole (30x35mm) about 8mm 
from the bottom edge of the case and 
14mm from either side; make sure to 
clean off any burrs from the hole. A 
piece of single sided copper clad 
board (24x30mm) is used for the sen- 
sor pl^te. This is centrally glued (cop- 
per side out) to a piece of plain plex- 
iglass or similar material (35x45mm). 
This assembly is then glued to the 
case from the Inside, so that the cop- 
per clad board will then be flush with 
case surface. 

A small hole Is drilled through to 
the copper side of the sensor plate 
and a short length of insulated wire, 
long enough to reach the main PCB, 
Is soldered to the copper surface of 
the sensor plate. 


Construction 


The case is the most Important part 
of this project as it Is also part of the 
electronic sensing circuit. Take a 
careful look at the photographs of the 
finished project and you can clearly 
see the sensor area at the bottom 
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Fig. 1 This cutaway diagram shows the 
constructional details for the sensor 
plate. 


With the protective felt peeled back to 
reveal the sensor, you can see how the fix- 
ing screws should be countersunk so they 
lie flush. 

The components can now be 
assembled and soldered to the main 
PCB as shown on the overlay 
diagram, making sure to correctly 
orientate D1, D2, IC1 and IC2 and the 
LEDs. Make sure to fit the link adja- 
cent to IC1. 

A short length of insulated wire 
Is connected from the PCB to a solder 
tag fixed to the case; make sure this 
Is a good connection as It forms part 
of the detecting circuit. The connec- 
ting lead from the sensor plate Is 
soldered to the main PCB as In- 
dicated. A further Insulated lead is 
taken from this same point on the 
PCB and held against the side of the 
case by a piece of insulating tape to 
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Finally, a piece of felt cut to size 
Is then glued to the rear of the case, 
covering the sensor plate; this 
prevents the case from scratching the 
car bodywork and upsetting your 
friendly second-hand car dealer! 

Setting Up 

Setting up the circuit is straight- 
forward; PR1 controls the detecting 
sensitivity and PR2 the metal/plastic 
switching threshold. When altering 
the presets bear in mind that replac- 
ing the case lid will slightly offset the 
adjustments, so replace the lid after 
each adjustment to check the effect. 

Start with maximum sensitfvlty, 
i.e., set PR1 to its full resistance 
(counterclockwise). Then place the 
case, sensor side down, onto a non- 
conductive object. With the lid off, 
PR2 can now be adjusted until the 
switching threshold is found. When 
the ‘OK’ LED Is on, back off preset 
PR2 until it just extinguishes and the 
‘BAD’ LED comes on (Indicating no 
metal). The unit can now be placed 
against a metal surface and the ‘OK’ 
LED should re-light. 

The trimming wire capacitively 
couples a small degree of HF voltage 
Into the detector, effectively altering 
the switching threshold. Its effect 
can be varied by trimming the length. 
By experimenting with this If 
necessary, together with PR1 and 
PR2, a suitable switching action can 
easily be found. 

Note that the human body is a 
fairly good conductor; you can prove 
this by holding your hand against the 
sensor, when the ‘OK’ LED should 
come on. This resulted in one 
member of staff wandering round the 
office, checking out the female 
employees and reassuring them that 
all was well. 


r-How It works ^ 

CMOS inverter gates IC2a and IC2b form a 
high frequency oscillator of about 150 kHz. 
This signal is connected directly to the case, 
which in turn is capacitively coupled via the 
sensor to the high-impedance detector cir- 
cuitry based around ICl. This unusual way 
of screening the circuit prevents the user’s 
hand from affecting the capacitance bet- 
ween the detector input and the OV ground 
rail. 

Dl, D2, Cl, and PRl rectify the signal 
from the sensor and pass this voltage to the 
positive input of the op-amp, which is con- 
figured as a simple comparator. PRl is used 
to set the input impedance and hence the 
sensitivity of the sensor. PR2 sets the swit- 
ching threshold voltage on the non- 
inverting input to the comparator. When 
the coupling capacitance is increased, due 
to a conductive object lying across the case 
and sensor, the high frequency signal 
strength arriving at the detector will in- 
crease, raising the voltage on pin 3 of the 
comparator above the threshold, and swit- 
ching the output from pin 6 fully positive. 

IC2c, d are connected as a Schmitt trig- 
ger with R4 supplying positive feedback. 
This sharpens up the switching action com- 
ing from the comparator and further pro- 
vides suitable drive signals for the two 
LEDs. These drive signals are buffered and 
current-limited by IC2e,f which power the 
LEDs. When metal is detected LED2 is lit 
and LEDl is off; the converse is true if 
metal is absent. 


Parts Ust 

Resistors (all V*V/, 5%) 


R1 

22k 

R2 

8k2 

R3 

100k 

R4 

8M2 

Potentiometers 

PR1 

4M7 miniature horizon- 
tal preset 

PR2 

47k miniature horizontal 
preset 

Capacitors 

C1 

4n7 disc ceramic 

C2 

470p polystyrene 

Semiconductors 

IC1 

CA3140 

IC2 

4069B 

D1,2 

1N4148 

LED1,2 

5mm red LEDs 

Miscellaneous 

SW1 

miniature rocker switch 

Battery and clip; diecast case. 
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Fig. 2 Circuit diagram. 
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Fig. 3 Component overlay of the ETI Bodywork Checker. 





Engineer's 


This unusual device lets you 
locate or listen to internal engine 
sounds, such as the rumble of 
bearings or the rattle of valves. 
An essential project for the DIY 
nut. 


THIS VERY UNUSUAL project 
enables you to effectively and ef- 
fortlessly get right inside an engine 
and iisten to, or locate, all of its 
Internaily-generated sounds, such as 
the noises of bearings, pistons, 
valves, etc. The device is fitted with a 
doubie filter network that can be used 
to pick out one set of sounds (such as 
those of the bearings or the vaives, 
etc.) from ail others, thus facilitating 
fauit-finding on engines. 

The Stethoscope project com- 
prises an acoustic probe unit, a ‘box- 
of-tricks’ and a pair of conventional 
headphones. The headphones help 
muffle ambient sounds, so that you 
can concentrate on the sounds of the 
stethoscope even in a very noisy en- 
vironment. The probe unit is used to 
make mechanical contact with the 
engine or mechanism under test and 
is coupled to the ‘box-of-tricks’ by 
flexible leads. 

The probe unit reiies on 
mechanicai coupling or contact bet- 
ween itself and the engine (or 
whatever) for acoustic pick-up. The 


coupiing can be achieved either 
directly or by a metal rod. The rod 
can take any one of a variety of forms 
eg a screwdriver or a needle. If a 
needle probe is used, the 
stethoscope can even be used to 
iisten to the sounds of individual 
jewelled bearings in a watch 
mechanism. 

Operating Principles 

The stethoscope operation relies on 
the simple fact that what is common- 
ly called sound is a series of 
mechanicai vibrations transmitted 
through a medium of some sort — air, 
water, metai etc. Thus, all the 
internally-generated sounds of a gas 
(or any other) engine, such as the 
sounds of valves, pistons, bearings, 
etc, are transmitted throughout the 
engine block and can readily be fur- 
ther transmitted down a metal rod (or 
screwdriver, etc) to the body of an 
acoustic pick-up device such as a 
microphone. 

Our stethoscope relies on this 
mechanical coupling principle. We 
use a crystal mike as the pick-up 
device, with all of its air holes block- 
ed off (to exclude dirt) and with the 
coupling made to Its body either 
directly or by some kind of metal rod. 
The use of rod coupling enables the 
source of a given sound to be precise- 
ly located within (say) an engine 
block, by simply probing to find the 


position of maximum noise. If a nee- 
dle probe Is used, the sound source 
can be located with pin-point ac- 
curacy. 

Construction 

The Stethoscope circuit is fairly sim- 
ple and construction should present 
very few problems. Wire up the PCB 
first, noting the use of 20 Veropins to 
facilitate interwIrIng, as shown in the 
component overlay. When wiring up 
RV1 and RV2 take special care to con- 
nect the two halves of each compo- 
nent in the same phase, so that the 
resistances increase or decrease 
together. 

On our prototype we’ve fitted the 
two 9V batteries into the top half of 
the case, secured by double-sided 
tape. We’ve fitted a small jack socket 
to the case top to facilitate connec- 
tion to the external low-impedance 
headphones and have used a 3-pin 
socket for connecting the probe unit. 

Finally, to complete construc- 
tion, wire up the probe circuit as 
shown in the circuit diagram, taking 
care to fit Q1 and R1 as near as possi- 
ble to the crystal mike terminals and 
connect the assembly to a suitable 
plug and lead. 

At this stage, give the unit a sim- 
ple functional test by placing the 
head against the speaker of a small 
radio. Check that tone quality and 
volume can be varied with the three 
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Fig. 2. Circuit diagram. 


controls. When the above test is 
satisfactory, complete the probe con- 
struction by blanking off (with tape) 
air holes in the insert (to exclude dirt 
and oil) and encapsulate the elec- 
tronics in wax or resin. On the com- 
pleted circuit the probe can work as it 
stands or can be epoxied to a screw 
terminal or clip (or both) that can be 
used to make connections to a variety 
of probe types (metal rods, a 
screwdriver, etc). The Stethoscope is 
intended for use with a pair of head- 
phones of not less than 8R0 Im- 
pedance. 
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Engineers stethescope 
rHow It works — 

A common crystal mike is used as the pick- 
up device, with the external mechanical 
sound vibrations being fed to its body either 
directly or by a metal rod from the engine 
(or whatever) under test. FET source 
follower Q1 is wired directly to the output 
of the pick-up device, to give a low- 
inpedance output from the resulting probe. 
The output of the probe circuit is then fed, 
either directly or through a double filter 
network, to a power amplifier stage (IC3) 
and then on to a pair of headphones. 

When the stethoscope is used in the 
filtered mode, the output of the probe cir- 
cuit is first passed through high-pass 
(bottom-cut) filter ICl and then on to the 
power amplifier via low-pass (top cut) filter 
IC2. both of these filters are second-order 
variable types. The ICl filter can be used to 
reject signals below roll-off frequencies that 
are variable from 80 Hz to 3 kHz via RVl 
and the 1C2 filter can be used to reject 
signals above roll-off frequencies that are 
variable from 700 Hz to 15 kHz via RV2. 
These two filters can be used to pick out 
specific sounds, such as the low-frequency 
rumble of bearings or the high-frequency 
rattle of valves, from the broad spectrum 
of sounds that are generated by an engine. 

The complete stethoscope is powered 
by a pair of 9 V batteries and typically con- 
sumes about 15 mA when driving a pair of 
8R0 headphones. The split power supplies 
to the IC1-IC2 op-amp filters are generated 
with the aid of ZDl and C8. 


Parts List 

Resistors All V 4 W 10% 

R1 

10M 

R2,4,5,6,7 

4k7 

R3,9 

10k 

R8 

470R 

Potentiometers 

RV;a,b 

220k dual logarithmic 

RV2a,b 

100k dual logarithmic 

RV3 

10k logarithmic 

Capacitors 

Cl 

47n polycarbonate 

C2,9 

lOu 63 V electrolytic, 
PCB type 

C3,4 

lOn polyester 

C5 

470u 25 V axial 
elec 

C6,7 

1n5 polycarbonate 

C8,13 

lOOu 25 V axial electro- 
lytic 

CIO 

lOOp ceramic 

C11 

lOOn polyester 

C12 

47u 25 V axial electro- 
lytic 

C14 

220u 25 V axial electro- 
lytic 

Semiconductors 

ICl, 2 

741 

IC3 

LM380 

Q1 

2N3819 

Miscellaneous 

SW1,2 

DPST miniature toggle 

SKI 

3-pln socket 

SK2 

3.5mm jack socket 

Case 

Vero No. 

202-21040 

3 off knobs to suit 

Crystal mike 



R1, R2, Cl, and Q1 
are wired directly 
across the mic. insert. 
We fixed our 
batteries to the top 
half of the case. 


ETI 

Classified's 

worki 

One of the best ways to judge if other adver- 
tisers are getting good results from a publica- 
tion is to see if the space booked is stable, go- 
ing down or increasing. 

Classified ads in ETI have increased 88% in 
the last seven months. In addition ETI circula- 
tion is still increasing giving better and better 
value. 

Reach 30,000 Canadian readers for as little 
as $20. 
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contrast 


What’s black and white and 
read all over? Answer — a 
photographic negative, pro- 
viding you’ve buiit this simpie 
and useful device. Design and 
deveiopment by Rory Hoimes. 

CONTRAST RATIO Is a very important 
quality of photographic negatives 
that must be assessed during the 
printing process, in order to select 
the correct grade of photographic 
paper. The contrast of negatives 
depends on the type of film used, the 
lighting conditions and the develop- 
ing process; consequently five grades 
of printing paper are available to 
enable the full range of tones from 
black to white to be reproduced from 
any negative. Grade 1 is termed the 
softest and It is used with the highest 
contrast negatives. At the other end 
of the scale, grade 5 is the hardest 
paper, which will enhance the tonal 
variations of poor contrast negatives. 

During the design stage of this 
project we experimented initially with 
two separate photodetectors which 
measured the Instantaneous light dif- 
ference between two points. There 
are a number of problems with this 
approach, as the photodiodes and 
their associated amplifiers must be 
carefully matched In light sensitivity. 

Secondly, the lightest and 
darkest points of the image must be 
known exactly, and the two 
photodetectors need to be 
simultaneously positioned on these 
points while the reading is taken. This 


is an awkward business at the best of 
times, but especially so In a 
darkroom! 

We considered that a different 
approach was required and 
developed the circuit of Fig. 1 to over- 
come some of these difficulties. Only 
one photodetector Is used and the 
peak positive and negative voltages 
obtained from different light levels 
are followed and stored Independent- 
ly by sample and hold circuits. 

Now, as long as the photodiode 
is scanned at some time through the 
lightest and darkest points of the im- 


age, the peak detectors will memorise 
the maximum and minimum voltages, 
and thus provide a contrast measure- 
ment. 

The photodetector Input stage of 
our meter is rather unusual in Its con- 
figuration. Photodiodes are usually 
used in the ‘photovoltaic mode’ 
where the photocurrent developed 
and measured is linearly proportional 
to the light Intensity. Our input 
amplifier has an extremely high Input 



Fig. 1 Circuit diagram of the Contrast Meter. 
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contrast Meter 


impedance and thus measures the 
open circuit voitage generated by the 
photodiode. This voitage is 
logarithmicaiiy proportionai to irra- 
diance as the graph of Fig. 2 il- 
iustrates. This is a very convenient 
property since the sampiing circuitry 
can now work on the iog of the iight 
levei to provide maximum and 
minimum vaiues. By simpiy subtrac- 
ting these two vaiues with a differen- 
tiai amplifier we obtain a voitage that 
is logarithmically proportional to the 
ratio of the maximum and minimum 
light levels, i.e. the contrast. 


Meter Made 

The ETI contrast meter was intended 
primarily to determine the paper 
grade for a well balanced print; con- 
sequently a 10 LED bargraph type 
meter is sufficiently accurate for 
calibrating the five grades of paper. 
At today’s prices this also works out 
somewhat cheaper than a moving 
coll meter and Is less prone to 
damage. After calibration, the meter 
will be found very easy to use. It is 
switched on with the ‘sample/hold’ 
switch In the ‘hold’ position and plac- 
ed down flat on the enlarger base 
with the photodetector probe 
anywhere in the image area. (The 
photodiode has been mounted in a 
separate probe with its amplifier in 
order to keep it as close to the focus- 
ed image plane as possible. If it were 
much higher than this the detecting 
element would pass through an un- 
focused image, giving a false con- 
trast reading). 

Any red safety lights should be 
switched off before the reading is 
taken to avoid error since the 
photodiode is responsive at this 
wavelength. The sample/hold switch 
should now be moved to the sample 
position; this will clear any previous 
reading and start measuring light 
variations. Now the photodiode may 
be moved across the image and 
through the areas that look the 
brightest and darkest. This can be 
done quite slowly thanks to the peak 
detectors’ long memory time; 
however, several areas should be 
scanned to ensure the recording of 
the true maximum and minimum. The 
eye can be deceived quite easily by 
those cunning optical illusions lurk- 
ing among the shades of grey! 

During the scanning process the 
reading on the LED scale will In- 
crease and finally ievei-off at the true 
contrast ratio when the black and 
white peaks have been covered. 
Before removing the meter from the 
image area the sampie/hold shoud be 
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Fig. 2 Response of the photodiode used in 
this project. 

set to ‘hold’. The meter will now be 
immune to further light variations and 
will continue to display the contrast 
reading for a considerable time, 


thanks to the even longer memory of 
the sample/hold circuitry! 

A true ratio is provided by the 
meter and thus the contrast reading 
for a given negative will be indepen- 
dent of the light source intensity and 
enlargement size (photographic aber- 
rations known as “circles of confu- 
sion’’ may produce sources of error 
under certain conditions). Negatives 
may thus be compared or matched 
for contrast. 


Construction 

The meter is built into a slim style 
plastic enclosure. This houses the 
battery and main PCB on which all 


HOW It works 

The general circuit arrangement consists of 
a photo-amplifier which feeds a voltage 
derived from varying light levels in an 
enlarger, to a pair of peak detectors. One 
follows the peak positive voltage and the 
other the peak negative voltage. The 
capacitors used for storing the voltage 
peaks in the followers also form part of 
sample and hold circuits which are then 
switched to ‘hold’ after measurement. 
Their outputs represent the maximum and 
minimum values of light intensity. A dif- 
ferential amplifier then computes the ratio 
of these values and the result is displayed on 
an LED bargraph meter. 

ICl, a CA3140 CMOS op-amp, is used 
as the photodetector amplifier. It is con- 
figured as a non-inverting DC amplifier 
with a gain variable from unity to about 10, 
set by PRl. Although ICl can have input 
and output voltages all the way to ground, 
this facility is not used owing to the driving 
requirement of the TL084 quad op-amp. 
This requires inputs at least IV above 
ground, and thus ICl’s output is offset by a 
reference voltage of 3V9 provided by Rl, 
ZDl and Cl. The anode of the photodiode 
is connected via R2 to the non-inverting ter- 
minal of ICl which has an effectively in- 
finite input impedance. Thus the open cir- 
cuit voltage generated by the photodiode is 
amplified according to the gain set around 
ICl and appears at the output on pin 6 add- 
ed to the reference voltage. 

The voltage at point A (ignoring the 
reference offset) will be logarithmically 
proportional to the intensity of incident 
light, owing to the properties of the 
photodiode (see Fig. 2) R4 and C2 form a 
simple filter to remove 120 Hz ripple caused 
by AC light bulbs. This voltage is fed 
directly to the peak detectors. These circuits 
are essentially the same, the difference be- 
ing the polarity of the rectifier diodes. They 
operate in exactly the same way, and we 
shall deal only with the peak positive 
voltage follower. 

Assume initially that the CMOS 
analogue switch IC3c is open and IC3d is 
closed. C5 will be connected to the output 
of op-amp IC2c via the rectifiers D4 and 5 
(we can ignore the action of R7 for the mo- 
ment). C5 will charge up via the rectifiers to 
the most positive voltage peak when the 


voltage at point A on the non-inverting ter- 
minal is greater than the capacitor voltage 
applied to the inverting terniinal. The 
voltage held on C5 will droop over a period 
of time due to leakage current through the 
rectifiers D4 and 5 and the input bias cur- 
rent of IC2c. IC2c was chosen as a FET op- 
amp with a low input bias current and R7 is 
included to reduce the diode leakage cur- 
rent. 

IC2d is connected to C5 as a straight- 
forward high impedance voltage follower to 
buffer the stored voltage. When the input 
voltage to IC2c at point A drops below the 
peak value, IC2c’s output will go negative, 
reverse biasing D4. However, IC2d applies 
the capacitor voltage via R7 to the anode of 
D5, effectively removing leakage current 
through D5. 

The peak positive value of the signal at 
A thus appears at point C, and likewise the 
peak negative value at point B. When the 
analogue switch IC3d is now opened, C5 is 
disconnected from the peak detector and 
acts in conjunction with IC2d as a sample 
and hold circuit thus isolating the measured 
values from further light variations. 

When SWl is open, R8 and R5 hold 
the control pins 13 and 5 of IC3 low, open- 
ing both analogue switches. This is the 
‘hold’ mode. When SWl is now closed, the 
control pin 13 is taken high, switching to 
the ‘sample’ mode. C3 and R5 produce a 
positive pulse (about 50 mS) on control pin 
5 to briefly short out D4 and D5, so reset- 
ting the peak detector to the current voltage 
at point A. When C3 has charged the IC3c 
switch will open again, allowing the peak 
detector to function. 

IC4 is wired as a differential amplifier 
with a gain of 2, to subtract the voltage at 
point C from point B. Since these voltages 
are the log of the light levels, the output on 
pin 6 will represent the contrast ratio of 
these light values. 

ICS is a standard LED bargraph 
driver, the LM3914. The input voltage on 
pin 5 is converted linearly to illuminate one 
LED on a scale of 10. Full scale deflection 
(LED 10) is set internally at 1V2; the zero 
scale deflection is set by PR2 anywhere bet- 
ween OV and 1V2 during the calibration 
process. C6, a 10 uF tantalum, is required 
for ICS to ensure stability from oscillation. 



the parts are mounted. Since the light 
sensing element must be as close to 
the enlarger base plane as possible, 
we have mounted It externally on a 
separate small PCB with its 
associated amplifier. A probe to 
house the external sensor is made 
from a short length of aluminium 
channel extrusion. Figure 3 shows 
the dimensions for the probe; if the 


Fig. 3 Details for the aluminum extrusion 
that houses the photoprobe. 


FILED TO SUIT 


ALL DIMENSIONS ARE IN mm 


60mm 

BUILD FROM 

ALUMINUM 

EXTRUSION 


'Ham usv" 


Resistors (all V 4 W, 5%) 


R1,3,8 10k 

R2,11,12 100k 

R4 2k2 

R5 1M0 

R6,7,9,10 47R 


Presets 

PR1 100k subminiature 

horizontal preset 

PR2 IkO miniature horizontal 

preset 


Capacitors 

Cl lOu 35V tantalum 

C2 22u 25V tantalum 

C3 220u 16V electrolytic 

C4,6 82n polycarbonate 

C5 68n ceramic 


Semiconductors 


IC1,4 CA3140 

IC2 TL084 

IC3 4066B 

IC5 LM3914 

D1 Any photodiode, e.g. 

TIL413 

D2,3,4,5 1N4148 

LED1-10 3mm red LED 


Miscellaneous 

SW1,2 miniature slide switches 

Case; PCB; B1 9V battery (preferably 
alkaline type). 



Continued on page 132 
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Photo Timer 


You won’t get caught in the 
dark with this one — time your 
photographs to perfection 
with this cheap-to-buiid, sim- 
pie project. 


WE COULD NOT BE accused of over- 
complication with this simple photo- 
graphic timer project, which uses on- 
ly about half a dozen components. 
The unit has a LED indicator which 
flashes regularly at one second inter- 
vals, and It can be employed as a sim- 
ple enlarger timer or to time ex- 
posures lasting several seconds with 
the camera set to ‘B’ or ‘T. There are 
many other uses for this timer. 

It Is Inexpensive and extremely 
simple to construct, being well within 
the capabilities of even a complete 
beginner: it makes an Ideal first pro- 
ject. 


Construction 

The few components fit easily onto 
one of the standard size (24 holes by 
10 strips) 0.1” pitch Veroboards, as 
shown in Fig. 2. Building the compo- 
nent panel could not be easier, but be 
careful to connect LED1, Q1 and Cl 
the correct way round, and be sure to 
connect the battery clip with the right 
polarity. 

Practically any small metal or 
plastic case should be adequate to 
house the timer. Indicator LED1 is 
mounted on the front panel using one 
of the special panel holddrs available 
for the device. This panel holder can 
provide the mounting for the compo- 
nent board. 

Potentiometer RV1 Is given the 
correct setting by trial and error, com- 
paring the flash rate of LED1 against 
a clock or watch which gives 
seconds indication. In use the unit is 
started by ciosing SW1. The shutter is 
opened or the enlarging lamp Is swit- 
ched on at the first flash, and then the 
appropriate number of flashes are 
counted. On the last count, the shut- 
ter Is closed ^4he_enlarging lamp 
switched off. The period from switch- 
on to the first flash Is slightly more 
than one second, and should not be 
used as part of the timing period. 



The ETI Photographic Timer will fit Into 
any suitabie-sized small case and when 
finished will be a valuable addition to the 
darkroom. 


r-HOW It works 

A unijunction relaxation oscillator makes a 
good basis for a project of this type since it 
gives the necessary short pulses of current 
required to give brief flashes of a LED in- 
dicator, and it does not need a stabilised 
supply to give good frequency stability. A 
circuit of this type is also simple, as can be 
seen from the circuit diagram (Fig. 1). 

There is normally a resistance of a few 
thousands of ohms between the base 1 and 
base 2 terminals of a unijunction transistor, 
and a potential divider circuit is therefore 
formed by the unijunction device Q1 and 
resistor R2. Because of the comparatively 
low resistance of R2, the voltage appearing 
across this component is well below the 
threshold voltage of LEDl, and the latter 
will not light up. The input impedance at 
the emitter of a unijunction is very high 
under normal operating conditions, and at 
switch-on Cl charges by way of R1 and 
RVl. 

Capacitor Cl continues to charge until 
it reaches a charge voltage of about SO^o of 
the supply voltage, and Q1 then triggers. 
This results in the emitter-to-base 1 im- 
pedance of the device dropping to a level of 


just a few ohms. A rapid discharge takes 
place through Q1 and the parallel im- 
pedance of R2 and LEDl, the latter being 
brought into the state of conduction by the 
current flow through R2 and the conse- 
quent rise in the voltage across this resistor, 
^cause of the low impedance of Cl’s 
discharge path its charge diminishes very 
rapidly to the point where Q1 is no longer 
maintained in the ‘triggered state’, and Q1 
quickly reverts to its original state. Thus 
there is only a brief pulse of current 
through LEDl, and it produces only a brief 
flash. 

With Q1 back in its original state Cl is 
free to charge up once again, but the charge 
on this component soon reaches the trigger 
potential of Q1 once again, causing the 
device to trigger and discharge Cl. This cy- 
cle is repeated indefinitely, giving a regular 
series of flashes from LEDl. Potentiometer 
RVl controls the charge rate of Cl and in 
practice it is adjusted to give the required 
flash rate of one per second. 

The current consumption of the circuit 
is only about 1 to 2 mA, and each 9V bat- 
tery gives many hours of use. 
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Inside the ETI photo timer 


r-Parts Ust- 


RESISTORS (All VaW, 5%) 

R1 47k 

R2 220R 

POTENTIOMETER 

RV1 100k miniature horizon- 

tal preset 

CAPACITORS 

Cl lOu, 25V electrolytic 

SEMICONDUCTORS 

Q1 2N4871 unjunction tran- 

sistor 

LED1 0.2” red LED 

MISCELLANEOUS 

SW1 single-pole 

toggle switch 

Case to suit 

10 strip X 24 hole 0.1” Veroboard, bat- 
tery and clip. 


Underside view of Veroboard. 


10 11 12 13 14 15 It 17 It If 20 21 22 23 24 
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Enlarge 

Timer 



At last — an enlarger timer 
designed for the photographer 
by a photographer. 


MOST ENLARGER TIMERS use either 
potentiometers or rotary switches for time 
period selection; however, both these 
methods suffer from some drawbacks. 
First, the potentiometers, although Inex- 
pensive, are generally difficult to line up 
with a timing mark, especially under 
darkroom conditions, and also tend to 
wear out after long usage. The rotary 
switch overcomes the alignment problem 
but the timing period range Is normally 
limited to the number of click stop posi- 
tions — mostly 12 ways, maximum 18 
ways. The ETI Enlarger Timer does not 
suffer from either of these problems; It 
uses only eight toggle switches in conjunc- 
tion with the 2240 programmable timer 1C 
to offer a wide range of accurate and easi- 
ly selected timing periods ranging from 
one second to 4 minutes 15 seconds In 
one-second steps. 

This flexibility is due to the program- 
mable eight bit counter, oscillator and 
control flip/flop featured within the timer 
1C. Having set the time base to IS using 
PR1, R4 and C2, each single switch 
(SW1-8) will give the basic timing periods 
of 1,2,4,8,16,32,64 and 128 s; by swit- 
ching In more than one switch, any com- 
bination of timing periods can be achieved 
as previously mentioned. 

Construction 

As can be seen from the photographs, all 
switches and push-buttons are mounted 
on the front panel together with the LED 
indicator. Suitable AC power Input and 
output sockets are mounted on the rear 
case panel. Input nearest the transformer, 
output (for the enlarger) by the PCB. The 
PCB design will enable an easier and 
neater assembly, but make sure to orien- 
tate components D1-D5, Q1, IC1, C2, C3 
and LED1 as shown In the overlay 
diagram. Note that C2 must be a tantalum 
bead type. 

Once all the components are 
mounted on the PCB and the switches, 
LED1, sockets and transformer are wired 
to the board, make sure that the panel 
assembly does not hit the transformer or 
the relay when fitted into the case. 
Setting Up 

This couldn’t be easier, having checked ail 
connections, connect the timer to the AC 
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and the enlarger to the unit. First put swit- 
ches SW1-8 and SW10 In the “off” posi- 
tions, put SW9 (on/off switch) in the 
“on” position, operate focus switch 
SW10 and the enlarger lamp will light. 
Switch SW10 to the “off” position. Ad- 
justment to the timing range can now be 
made; switch SW1 only (1 s switch) to 
“on” and adjust PR1 to give a timing 
period of 1 s after PB1 (start) Is pushed — 
a stopwatch or digital watch is ideal for 
this. 

Using The Timer 

Switch on SW9 (on/off switch) and power 


will be applied to the circuitry. SW10 can 
be used for focusing the enlarger; switch 
off SW10 once this is done. Select the tinn- 
ing period required using a combination 
of SW1-8, push PB1 and the enlarger 
lamp timing cycle will commence; after 
this period the timer will stop/reset. 
LED1 will be on during the timing 
period as a visual indication. If 
cancellation of a timing period is 
needed press PB2, which will abort 
and reset the timer. If any Interfer- 
ance from RLA/2 is experienced, fit 
a lOOn 600V capacitor as marked on the 
circuit and overlay diagrams (C4). 


—NOW It works 

The heart of the ETI Enlarger Timer is 
the 2240 programmable timer 1C which 
features a time base oscillator, pro- 
grammable eight bit counter and a con- 
trol flip-flop that can be used in 
monostable or astable mode. Here it is 
used in the monostable mode. 

On application of a positive pulse 
to pin 11 (trigger) via PB1 and R1, the 
timing cycle is started. The trigger In- 
put activates the time base oscillator, 
enables the counter section and sets 
the counter outputs low from their nor- 
mally high states. This switches on Q1 
and activates RLA for the time dura- 
tion as set by the SW1-8 combination. 
The timing sequence is completed 
when a positive pulse is applied to pin 
10 (reset) via R3 from the output bus, 
disabling the time base and counter 
sections and returning the counter out- 
puts to a high state. 

The duration of the timing cycle Tq 
is given as: 

Tq = nT = nRC seconds 
(R in ohms, C in farads) 
where T ( = RC) is the time base period 
as set by the timing components at pin 
13 (PR1, R4 and C2) and n is an integer 
in the range of 1 less than or equal to n 
less than or equal to 255 as determined 
by the combination of counter outputs 
(pins 1-8) via SW1-8 to the output bus. 
The time base as set by PR1, R4 and C2 
is IS. 


The binary-counter outputs are 
the open collector type and can be 
shorted together to the common pull- 
up resistor R6. Thus the time delays 
associated with each counter Input 
can be added together; for example, if 
pin 6 is connected by SW6 to the out- 
put bus the duration of the timing cy- 
cle, Tq is 32 T. (T is 1S as previously 
stated). Similarly, if pins 1, 5, and 6 are 
all connected to the output bus via 
their appropriate switches SW1, SW5 
and SW6, the total time delay is 49T 
(1-1-16-1- 32). In this manner the timing 
cycle can be programmed to be from 1 
S to 255 S (four minutes 15 S) in 1 S 
steps by proper choice of switches 
SW1-8. 

The enlarger lamp is powered 
from the AC outlet socket and receives 
its current via the RLA/2 contacts for 
the duration of the selected timing 
period. An LED is incorporated as a 
visual Indicator; it is switched on by 
RLA/1 and remains on for the timing 
period. Manual cancellation is provid- 
ed for by PB2 which applies a positive 
pulse to pin 10; this can be used at any 
point in the timing period. SW10, the 
focusing switch, over-rides the RLA/2 
contact regardless the output state of 
IC1 thus enabling the enlarger to be 
focused. 

The power supply consists of T1, 
D2-D5 and C3 which provides filtering. 


c 



COMMON 
-TO SW1-8 

-PB2 

-PB1 

-SW8 

-SW7 

-SW6 

-SW5 

-SW4 

-SW3 

-SW2 

— SW1 

-PB2 

— PB1 


ANODE CATHODE 


Fig. 1 Component overlay of the 
Enlarger Timer. 


rPorts Llst- 


Reslstors (all Va W, 5%) 
R1,2,6 10k 

R3 47k 

R4 33k 

R5 22k 

R7 1k5 


Q1 

D1 

D2-5 

LED1 


2N3702 
1N4148 
1N4001 
0.2” red LED 


Potentiometer 
PR1 


Capacitors 

Cl 

C2 

C3 

C4 


22k miniature horizontal 
preset 

lOn disc ceramic 
22 m 16V tantalum 
lOOOu 25V axial elec- 
trolytic 
lOOn 600V 


Miscellaneous 

PB1,2 momentary action push- 

button 

SW1-8 SPST miniature toggle 

SW9 SPST 3A miniature 

rocker 

SW10 SPST 3A toggle 

RLA 12V DPDT PCB- 

mounting, 


Semicondutors 


IC1 


UA2240CP 


Transformer (12V, 250mA or similar); 
AC outlet socket; PCB ; power cord; 
case to suit. 
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contrast Meter ■■■■■■ 

Continued from page 127 
aluminum channel proves difficult to 
obtain, a piece of the slotted 
aluminum extrusion used for com- 
mercial shelf-racking systems Is 
Ideal. This is available from most DIY 
stores In short lengths with the re- 
quired internal width. After filing or 
cutting to the right size, a piece of in- 
sulating tape should be stuck down 
on the Inside to prevent shorting out 
the PCB. As shown In the diagram, a 
hole Is drilled on the end for bolting it 
to the bottom of the case. This bolt 


should eventually be connected to 
circuit ground, thus providing screen- 
ing for the photoampllfler. The two 
PCBs for probe and main meter cir- 
cuits are laid out as one board, and 
should be sawn apart along the lines 
shown on the foil patterns. 

For other construction ar- 
rangements, the circuit can be left as 
a single board, since the interconnec- 
tions are already made. 

Three wires are used to connect 
the twp boards together as indicated 


on the overlay; these should pass 
through a small hole drilled In the 
case side where the metal probe case 
is bolted on. When the probe board is 
mounted and stuck down in Its chan- 
nel, a piece of thin aluminum sheet is 
cut to form a lid with appropriate 
holes for the photodiode and preset. 
(The photodiode case is Internally 
connected to the cathode, so it must 
not short against the lid). 

Calibration 

Start with preset PR1 fully clockwise 
to set a gain of 1; also set PR2 fully 
anticlockwise, setting the voltage re- 
quired to illuminate the lower end of 
the bargraph at zero. First, measure a 
high contrast negative that Is known 
to require grade 1 paper for a good 
average contrast after developing. In- 
itially a low contrast reading will be 
obtained, say about grade 4 or 5. 
Now, adjust PR1 anticlockwise to in- 
crease the gain of the photoampllfler. 
Take another measurement, when the 
contrast reading should be greater. 
Repeat this process until a grade 1 is 
consistently recorded. 

Now select a negative with very 
poor contrast ratio, one known to re- 
quire paper grade 5 for bringing out 
the contrast. Take measurements 
several times while adjusting only 
PR2 clockwise, until the bottom end 
of the scale illuminates at grade 5. 
The other contrast grades should 
now fall linearly between these points 
and can be checked for accuracy. 

Although the bargraph display 
has a low resolution and accuracy, 
the rest of the metering circuit is ob- 
viously much better than this; conse- 
quently a moving coll meter could 
easily be added to measure the con- 
trast voltage for those who may 
desire greater resolution. 


FACT: 

The Arthritis Scx^iety 
has a wide array of 
infornriation available 
on the control and 
treatment of arthritis. 
Contact the office 
nearest you for 
information. 



The number one choice 


When you’re looking for 
versatility, design excellence 
and great looks in small cases 
and desk top consoles look to 
Hammond. 

Plastic and diecast boxes 

One of the most popular, 
economical lines of small and 
miniature enclosures available^ 
ABS flame retardant plastic,^ 
high impact styrene and 
aluminum alloy diecast 
boxes in a range of 
colours and styles that is 
almost irresistable. 



Small Cases 

Hundreds of small cases in a 
wide range of sizes and colours 
provide an excellent alternative 
to custom enclosures for 
instruments meters, prototype 
work, OEM production or 
hobby project work. 


iil 


Desktop Consoles 

Choose cases and consoles for 
Keyboard, personal computer, 
mixer instrumentation and 
metering applications in a wide 
range of styles, sizes and 
colours, including our popular 
solid, oiled walnut side patiel 
models. 



Before you make a choice of 
small enclosures, make sure 
you have our catalogues. We’d 
like to make your choice an 
easy one. Circle reader card 
no. FREE CATALOGUES. 


H/1MMOND 
/M/1NUB4CTURING. 



HAMMOND MANUFACTURING COMPANY LIMITED 
394 EDINBURGH RD. GUELPH, ONTARIO N1H 1E5 
PHONE (519) 822-2960 OR (416) 456-3770 TELEX; 069-56523 
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MAMUW TRIG 


Flash a 
Sequencer 


ETI 


FiASH seatENCER 


Here’s a project that lets you do 
something new with a flashgun, or 
nine. Make mobile matter into 
marvellous multiple images. 

THE HUMAN eye is an extremely com- 
plex sensor, capable of discriminating 
shapes and colours In an extremely high 
optical noise environment. Researchers 
are only just realising the computational 
complexity of image analysis, shape 
recognition, perspective compensation, 
telemetry and all the other tasks that our 
eyes and brain perform continuously. 

Yet, probably because of this com- 
plexity, there is one area in which the eye’s 
performance is rather poor: speed. Any 
discrete movement shorter than an eighth 
of a second becomes blurred and at a 
repetition rate of 18 to 25 events per se- 
cond, everything blends into a continuous 
movement. Unfortunately, in real life, 

r-HOW It works 

The sensor is a simple level crossing com- 
parator, the signal source being selected by 
SWl. Resistor R6 at the offset compensa- 
tion input of ICl provides an imbalance of 
the input differential stage, so that RVl can 
set the threshold level both over and under 
OV. LEDl is an aid to adjustment and 
should be just flickering when RVl is pro- 
perly set. 

A manual trigger is provided for test 
purposes. Irrespective of the input condi- 
tions of ICl, when PBl is activated the 
strobe pin (pin 8) has direct control of the 
output. Thus pin 6 of ICl is sent high and 
the flash sequence is triggered. 

The next two stages are the pre-and se- 
quence timers. They work in the same way, 
except for the enable conditions. The dif- 
ficulty here is a reliable and repeatable 
delay. In all monostables, energy is charged 
and discharged between two levels. Our 
problem is that the stable level must be the 
same as the power off state; it must be 
reached in a much shorter time than the 
shortest delay (1(X) uS) without a negative 
supply to draw on; and the time control 
must be linear. 

The stage works as follows; IC2a and 
IC2b lock to the charging position (low and 
high outputs respectively) as soon as an im- 
pulse is received through Cl. C2 begins to 
charge through the range resistor. The out- 
put of IC3a is high, so IC4*s inverting input 
is higher than its non-inverting input and its 
output is low. This output is fed back to 
IC3a’s input so we have a steady state. As 
soon as the voltage on C2 reaches the limit 
set by RV2, IC4 switches high; IC3a swit- 


events happen a lot faster than that and to 
try to analyse and understand them, we 
need some device that can effectively 
reduce the flow rate of Information. 

Strobe Shots 

When the number of images of the subject 
is small, we can simply superimpose them. 
The result is strobography. The pioneers 
of this method (Mach, Foucault, 
Helmholtz) used the high intensity 
discharges of Leyden jars (the first 
capacitors) as the light sources. 
Nowadays, you can obtain much more ac- 
curate results with a battery of electronic 
flashes, a camera and our flash sequencer! 

The basic idea is that when an event 
occurs, it triggers a series of flashes at a 
constant and known rate. Being of very 
short duration (on the order of a microse- 
cond), the flashes effectively Immobilise 
the subject in its consecutive positions. 


ches low; the voltage at the inverting input 
of IC4 is zero, giving a Schmitt trigger ac- 
tion. A change of state can only occur now 
when C2 is discharged to OV (power off 
state). This is done by IC3b and C3, which 
was initially positively charged. As IC4 goes 
high, IC3b goes low. The voltage on the 
negative side of C3 is driven below zero 
potential. D4 is now forward biased and 
passes a current from C2 into C3. D3 and 
IC2b suppress the charging current. This 
continues until the voltage on C2 is just 
under OV, at which point IC4 switches over 
to its low position again. 

The low to high transition of IC4 has 
been transmitted through IC2c and IC2d to 
the IC6 clock input. This results in the ‘O’ 
output, which was at logic 1, going low, 
thus disabling the pre-delay stage and 
enabling the sequence timer through IC3c. 
At the same time output ‘ 1 ’ goes high, trig- 
gering triac SCRl and firing the first flash. 
The sequence timer (still enabled) operates 
in the same way as the previous stage, ex- 
cept that the charging current is con- 
tinuously enabled and astable operation 
results. Each one of the impulses shifts the 
high output of IC6, successively triggering 
the following flashes until the ‘0’ output is 
reached again. This disables the sequence 
timer and allows the pre-timer to receive a 
new impulse from the sensor, ready for a 
new cycle. 

The output control elements are triacs, 
rather than SCRs, because not all electronic 
flashes conform to the ‘positive cen- 
tre/ground shield’ standard connection. 
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which can be recorded with a camera. As 
an example of possible analysis, the 
change in position during a known time 
can give the velocity. The change of 
velocity to the next frame gives the ac- 
celeration, and so on. The position. Inten- 
sity and colour of each flash can give fur- 
ther meaning to the recorded positions. 

Multi-option Muitiflash 

One of the basic practical problems in 
strobography is the triggering of the se- 
quence. The most useful sensors are con- 
tact, audio and optical, and all three are 
provided for in our design. Furthermore, 
an adjustable pre-delay allows the flash 
sequence to commence a short time after 
the triggering pulse, should this be 
necessary for the right effect. Both the 
predelay and sequence delay can be con- 
tinuously adjusted from 1(X) uS to 1 S per 
flash and thus practically all situations are 
allowed for. A manual trigger and LED 
readout are provided to make the time set- 
tings for a particular picture easier to ad- 
just. A camera X flash socket allows for a 
sequence to be triggered from the camera, 
in exactly the same way as a single flash. 
In this case, make sure that the exposure 
time is longer than the total sequence 
time. 

Using The Unit 

There are two possible modes of opera- 
tion for this device. It is either: 

• Triggered by the event to be recorded, 
using a suitable sensor (adjusted just 
below the triggering point) and the pre- 
and sequence delays being set for the 
desired effect. In this case, the camera 
shutter has to be open during the whole of 
the sequence. Therefore a manual opera- 
tion of the shutter (B setting) and very lit- 
tle or no ambient light will be necessary. 
The diaphragm should be set to one stop 
less than the calculated aperture for the 
flash and subject-camera distance used. 

• Set off by the camera in exactly the 
same way as a single flash. This method is 
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Plash seauencerl 
r-Parts Llst- 


Resistors (all 5%) 


R1 

1M5 

R2,4,44 

1M0 

R3,9 

22k 

R5 

680k 

R6,16,17, 

R18,19 

10k 

R7, 26-34 

IkO 

R8, 12,22 

470k 

R10,20 

4k7 

R11,21 

47k 

R13,23 

4M7 

R14,24 

120k 

R15,25 

12k 

R35-43 

470R 

Potentiometers 

RV1 

100k logarithmic 

RV2,3 

100k linear 

Capacitors 

Cl 

lOOn polycarbonate 

C2,5 

luO polycarbonate 

C3,6 

lOOu 10V tantalum 

C4 

47u 16V tantalum 

C7 

lOOn ceramic 

Semiconductors 

IC1,4,5 

CA3140 

IC2 

4001 B 

IC3 

4049B 

IC6 

401 7B 

SCR1-9 

TIC206D 

D1-6 

1N4148 

LED1 

0.125” yellow LED 

LED2-10 

0.125” red LED 

Misceilaneous 

PB1 

push-button N.O. 

PB2 

push-button N.C. 

SW1,2,3 

one-pole rotary switch 

SKI, 3 

phono socket 

SK2,4-12 

3mm coaxial flashgun 
sockets 

9v battery holder , case 


Fig. 

the 


1 Circuit diagram of 
Flash Sequencer. 


somewhat more flexible for event dura- 
tions of the same order as the human reac- 
tion time (about a tenth of a second). In 
that case, the synchronisation Is made 
through an ordinary extension lead from 
the X socket of the camera to the ‘con- 
tact’ Input of the sequencer. Care must be 
taken to set an exposure time longer than 
the total sequence time. The diaphragm 
setting Is determined In the same way as In 
the previous method. 

In both cases, the flashes are con- 
nected to the sequencer either directly or 
through ordinary extension leads, and can 
be distributed along the path of the sub- 
ject or grouped as a battery. It Is generally 
easier to work with flashes of the same 
type or at least of the same Intensity. In 
the case of flashes with auto-exposure cir- 
cuitry (‘computer’ flashes), the setting 
should be to manual (or the sensors mask- 
ed with opaque tape). In order to avoid In- 
teractions from the previous flash. 

Construction 

Construction should be fairly stralghtfor- 
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ward, as all the components (except PB1, 
SW1, SW4 and the LEDs) are mounted 
on a single PCB to minimise InterwIrIng. 
Note that the number of output stages Is 
entirely up to you; If you want less than 
nine flashguns to be triggered, leave out 
the unwanted triacs together with their 


associated LEDs, resistors and sockets. 

When fitting the rotary switches, the 
tags will have to be trimmed off to fit the 
PCB holes. Some of the unused tags have 
been cut off completely to allow PCB 
tracks to pass through — the overlay 
shows which ones remain. 






The board can now be mounted on 
¥4” spacers and holes marked out and 
drilled to accommodate the LEDs and 
switch and potentiometer spindles. 

The next stage is to wire the LEDs, 
sockets and off-board switches. When this 
is completed a visual check of the whole 
project should be made. 


Fig. 3 Inside the sequencer. 
Aithough the overiay shows the 
LEDs mounted on the PCB for 
ciarity, they are actuaiiy mounted 
on the case top and connected to 
the board by fiying ieads. 


Fig. 2 Overiay for the sequencer. 
Some of the tags of SW2 and 
SW3 are cut off before mounting 
— the dots indicate which tags 
remain. 


NOTE: 
a = ANODE 
k = CATHODE 
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Roulette 


This home casino project is 
battery powered and has 
switch-seiection of biased (in 
favour of the house) or unbias- 
ed (no house) options. Naturai- 
iy, the project inciudes a 
reaiistic sound-effects 
generator. 


THIS ATTRACTIVE LITTLE PROJECT 
can be guaranteed to provide hours of 
fun at home. It Is an electronic ver- 
sion of the well known roulette game, 
with the ‘wheel’ replaced by a spinn- 
ing circle of light on a ring of 37 LEDs 
and with the familiar wheel-clicking 
sounds simulated by an electronic 
generator. 

The basic concept of roulette is 
quite simple. On each spin, the wheel 
can randomly generate any one of 36 
or 37 numbers (1-36 or 0-36). To start a 
game, each player forecasts (and 
bets money on) the number at which 
the wheel will stop by forecasting the 
number,, or the colour of the number 
(red or black), or any of a variety of 
characteristics of that number. The 
wheel is then spun and eventually 
comes to rest against some randomly 
determined number, at which point 
the players with that number are 
declared winners and are each paid a 
sum determined by the rules of the 
game and the magnitudes of their In- 
itial bets. 


A real-life wheel may generate 
either 36 or 37 numbers. On a 37 
number wheel, the numbers run from 
0 to 36, with 0 representing the house. 
The presence of the 0 biases the 
game In favour of the house. On a 
36-number wheel there is no zero; the 
numbers run from 1 to 36 and the 
game Is said to be unbiased. The ETI 
roulette game has an option for 37 or 
36 number operation via a selector 
switch. The wheel is ‘spun’ via a push- 
button switch and takes roughly 15 
seconds to come to rest after each In- 
itial spin. 

Construction 

The ETI roulette game is built on two 
RGBs, one holding most of the elec- 
tronic circuitry and the other holding 
the 37-LED display. Construction of 
the main board shouldn’t present any 
problems. Construction of the display 
PCB, however. Is rather fiddly, since It 
calls for a great deal of hard-wiring 
between the LEDs (using Veropins) 
and to the main PCB. When construc- 
ting this board, confirm the function- 
ing and polarity of all LEDs before 
soldering them Into position on the 
PCB. Note that all cathodes go to the 
outer segments of the PCB ring. All 
LEDs should be given equal heights 
(as long as possible). 

When the LEDs are in place, 
carefully Interwire them (on the top 
side of the PCB) to conform to the 
main circuit diagram and then make 
the 10 connections to IC2 (from the 



underside of the PCB) and the four 
connections to Q2-Q5 on the main 
PCB. At this point, wire the two toggle 
switches and the push-button switch 
into place, fit the transducer, connect 
the battery and give the unit a func- 
tional test. If the LEDs fail to Il- 
luminate correctly, re-check your In- 
terwiring. 

When all is well, you can fit the 
two PCBs, etc. Into a suitable case. 
Drill a circle of 37 holes In the top of 
the case to coincide with the 37 LEDs 
and fit the push-button switch in the 
centre of the circle. The display board 
can be secured behind the case top 
by smearing drops of clear adhesive 
on the sides of the heads of a few of 
the LEDs and pushing them Into the 
case holes. The project can be finish- 
ed off by marking the roulette wheel 
artwork on top of the case. Note that 
the numbers marked on the roulette 
scale do not, in fact, have to coincide 
with any particular LED numbers. 



Fig. 1 Main circuit diagram. Biased and unbiased game options can be switch-selected. 
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Fig. 2 LED display circuitry. 


SW1 


transduc er 


4SV VIA SVV2 



SW1 

COM 


Q5- 

NOTE: 

PIN 11 OF IC4 IS LINKED TO 
PIN 15 OF ICS UNDERNEATH 
THE PCB 


Fig. 3 Component overlay of the main circuit board. Don’t forget the 
under-board link. 


pHow It works 

The circuit comprises a clock generator 
(ICl-Ql) and a multi-stage 
counter/decoder network (IC2-IC3-IC4) 
that drives a circle of up to 37 LEDs in the 
dot mode. The counter/decoder network is 
deceptively simple. CD4017 decade 
counter/decoders IC2 and IC3 are wired in 
series so that IC2 counts in units and 1C3 
counts in tens when the clock signal is fed to 
pin 14 of IC2. The ‘3* output of IC3 and the 
‘6’ or ‘7’ output of IC2 are NANDed via 
IC4d and used to trigger monostable IC4b- 
IC4c, which generates a 16 uS pulse and 
resets both counters to zero via IC4a each 
time that these two outputs go high 
simultaneously. The cascaded counters thus 
divide the clock signal by a fixed ratio of 36 
or 37 (depending on the setting of SWl) and 
effectively produce 36 or 37 fully decoded 
outputs, which are used to sequentially turn 
on LEDs in the roulette ring or wheel. 

The LED ring comprises three 
segments of 10 LEDs and one segment of 
seven LEDs. The anode drive to all LEDs is 
controlled by IC2 (the units counter), but 
the cathode paths of the LEDs are controll- 
ed by IC3 (the tens counter) via transistors 
Q2 to Q5. Thus, on the ‘15* count the ‘5’ 
output of IC2 goes high and Q3 is driven on 
via the ‘1* output of IC3, so that only LED 
15 illuminates. This multiplexing technique 
enables the 37 LEDs to be driven by fairly 
simple counter/decoder circuitry, which 
turns the LEDs on sequentially and pro- 
duces an apparently-rotating ring of light. 

The clock generator circuitry is 
delightfully cunning and is designed around 
the VCO section of a 4046 B phase-locked 
loop chip. The frequency of this oscillator 
is controlled by the value of C2, the 
resistance between pin 11 and ground and 
the voltage on pin 9. Slight bias is applied to 
the VCO by R7 to ensure that the VCO fre- 
quency falls to zero when the pin-9 voltage 


is reduced to zero. The output of the VCO 
is available at pins 3-4 and is fed directly to 
the input of IC2 and by RIO to the 
transducer (Tx), which produces a click 
sound each time a clock transition is 
generated. 

The VCO circuit operates as follows. 
When PBl is closed, pin 9 of ICl is pulled 
high via D1-R4 (thus charging Cl to max- 
imum voltage) and Q1 is turned on by DR- 
R5, thus connecting R8 between pin 11 of 
ICl and ground. Under this condition the 
VCO operates at a few tens of kilohertz and 
causes the LED display to appear to spin at 
a rate of several hundred revs per second. 


so that the number of spins cannot be 
predicted by PBl. 

When PBl is released Q1 turns off, so 
that only R9 is connected between pin 11 
and ground and Cl abruptly discharges to 
half-supply volts through D3-R2. Under 
this conation the wheel rotates at an initial 
visible rate of about two revs/sec. From 
this moment. Cl discharges exponentially 
through R3, so the pin-9 voltage and the 
wheel spin rate steadily decreases until, 
after about 15 S, the VCO stops generating 
and the wheel comes to rest. The operating 
sequence is then complete. 
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Fig. 4 Component overiay for the LED display. 




Fig. 5 Design for the 37 LED display. 


-Parts list- 

Resistors (all 
otherwise) 

Vi W, 5% unless marked 

R1,2 

6k8 

R3,9 

1M0 

R4 

470R 

R5,6 

47k 

R7 

10M 

R8 

10k 

RIO 

820R 

R11 

100k 

R12 

27k 

R13 

270k 

R14,15,16,17 

12k 

R1 8, 19,20,21 

Capacitors 

IkO 

Cl 

lOu 35V tantalum 

C2 

lOn polycarbonate 

C3 

InO polycarbonate 

Semiconductors 

IC1 

CD4046B 

1C2,3 

CD4017B 

IC4 

CD4011B 

Q1,2,3,4,5 

MPS6515 

D1,2,3 

1N4148 

LED1-37 

0.125” diameter (Red) 

Miscellaneous 

PB1 

momentary push button 
Case 

SW1,2 

SPOT miniature toggle 


1 9V battery 

Transducer such as Radio Shack 273-065. 
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3 


HIGH 

19-36 

h 

M 

h 

LOW 

1-18 

7 

8 

9 


10 

11 

12 



13 

14 

16 



16 

17 

18 


BLACK 

19 

20 

21 

RED 


22 

23 

24 



25 

26 

27 


EVEN 

28 

29 

30 

ODD 


31 

32 

|33 


i3-24r — ^ 

34 

135 

36 

^ — fl2-1 

-"•^^94 13 - 

■"■^-^^25-36 

GS Ltd 

CO^LM 

1 

4 

COLM 

2 

COLM 

3 

36-25U^J^J — 




We’ve supplied the Roulette Game front panel construction and inter- 
wliing with this PCB. 
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Reaction 

Tester 


Here’s a ‘game’ project, 
adapted from a design sent to 
us by a reader. It provides a 
novel way of testing your reac- 
tions — and it’s fun, too! 


THERE ARE ONLY a limited number 
of ways you can use a 4017 and a 555. 
Or so we thought. 

We used to think that the 
stockpile of possible ways of combin- 
ing the two ICs had been exhausted 
until we opened the mail one morning 
and saw this ingenious idea for an 
electronic game from A. Trafford (see 
Fig. 1). 

The game has, as its main 
feature, a row of coloured LEDs. 
When you switch on; the bottom LED 
lights up, ready for play. When the 
‘GO’ button Is pressed the light 
moves up the row. The idea is to get 
the light as far up the row as possible 
— the higher up the row, the higher 
your score — but not past LED5. You 
see, LED5 gives maximum score 
( + 20 points) and If the light goes fur- 
ther up than this you lose points. 

Finally, If the light goes further 
then LED9 (-20 points) another LED 
(LED10—LOSE) lights up, and stays 
on until you reset the game. 

Now, as far as we’re concerned, 
this game must definitely be the very 
last way that these two ICs can 
possibly be used together — or do 
you know differently? 

Construction 

Following the printed circuit board 
(PCB) overlay details in Fig. 2, insert 
and solder all components into the 
board, starting with the low-level 
components (ie, resistors, 1C 
sockets). Solder in PCB pins at all 
connection points. 

Next, insert and solder the two 
capacitors making sure capacitor C1 
is the right way round. 

Push the two ICs into their 
sockets, and Insert and solder the 
thyristor SCR1 into place making 
sure that the polarity of all semicon- 
ductors Is correct. 

Now, mark and drill the case for 
switch SW2 and fit It into position. 
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Using double- sided, self- 
adhesive pads, stick the 9V battery 
and the PCB to the bottom of the 
case. 

Finally, wire up your project, 
following the connection details of 
Fig. 2. A tip to help prevent your pro- 
ject becoming a ‘bird’s nest’ Is to wire 
each switch or push-button separate- 
ly, twisting the leads before solder- 
ing. Similarly the 11 wires connecting 
the PCB to the LEDs should be 
twisted together. 




/ '’©Ac 




rParts Llst- 


RESISTORS (All V 4 W, 5%) 


R1 

R2,7 
R3 
R4 
R5 
R6 
R8 
R9 
R10 

CAPACITORS 


2k2 

10k 

18k 

27k 

39k 

47k 

22k 

820R 

470R 


Cl 

C2 


1u, 10V electrolytic 
lOOn polyester 


SEMICONDUCTORS 

IC1 555 timer 

IC2 4017 counter 

SCR1 C103 thyristor 

LED1-4 0.2” green LEDs 

LED5 0.2” orange LED 

LED6-9 0.2” yellow LEDs 

LED10 0.2” red LED 

MISCELLANEOUS 

SW1 single-pole, six-way 

rotary switch 

SW2 single-pole, double- 

throw biased toggle 
switch 

SW3 single-pole, single-throw 

toggle switch 

PB1 single-pole, push-to- 

make release-to-break 
switch 

Case to suit 
Knob to suit 
Battery + clip 




PCB pattern for Reaction Tester Game 


^ ON/OFF 
SW3 



NOTE: 

ICl IS 4017 
IC2 IS 555 
SCR1 ISC103YY 

LEDS1-4 ARE 0.2 'GREEN LEDS 
LED5 IS 0.2 " ORANGE LED 
LEDS6-9 ARE 0.2" YELLOW LEDS 
LEDIO IS 0.2" RED LED 





MOVE r 


Cl 

luO 


C2 

lOOn 


, R8 
. 22k 


16 

15 

11 

14 

g 







IC2 








13 

8 


-w- 




4 - 






-W 




-2a 

-15 

-10 

-5 

+20 

+15 

+10 


RIO 

470R 


0 V 

-o 


Fig. 2. PCB 
commoned 


overlay and connection details of the project. From this you can see how one terminal of each LED (ie, their cathodes) are 
and connected to resistor R10. 



Fig. 1. Circuit of the ETI Reaction Tester Game. 


Continued on page 144 
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An inexpensive and easiiy- 
buiit project that is bound to 
be a winner with aii games en- 
thusiasts with ten or fewer 
arms. 


THIS PROJECT IS DESIGNED TO BE 
used in those ‘first-person-to-press- 
the-button-wins-the-game’ types of 
activities that are so popuiar at parties 
and fund-raising functions. The 
device enabies up to ten contestants 
to participate in such games and 
gives a virtuaiiy infallibie audio-visuai 
indication of the true winner of the 
game, even when aii contestants 
seem to operate their push-buttons 
simuitaneously. 

in this project, each contestant 
is assigned a numbered push-button, 
with which an identicaiiy numbered 
LED (iight-emitting-diode) is 
associated. Prior to the start of each 
game, the game referee presses a 
RESET button, which causes ail LEDs 
to turn off and causes an electronic 
scanning circuit to start sequentially 
Inspecting the state of each switch at 
a rate of several thousand scans per 
second. The ‘game’ switch to be 
subsequently operated causes the 
scanning action to lock at the switch 
position and activate a simple 
memory circuit, which energises an 
audible alarm and latches on the in- 
dividual numbered LED that is 
associated with the winning switch; 
ail subsequent switch operations are 
ignored by the unit. The alarm and the 
winning LED remain on until the 


referee again operates the RESET 
switch. / 

The ETI Multi-Input ‘Game Won’ 
Indicator circuit is powered from a 
single 9 volt battery and Is an easy 
and Inexpensive project to build. It 
can be used with any number of 
GAME switches up to a maximum of 
ten. Unwanted switches are simply 
omitted from the circuit. 

Construction 

All components except the switches 
and speaker are mounted on a single 
PCB. Construction should present 
few problems, provided that normal 
care Is taken to ensure that aii com- 
ponents are fitted In the correct 
polarity. The following minor points 
should, however, be noted. 

(1) The ten indicator LEDs are 
mounted close to one edge of 
the board. The LEDs should be 
given individual functional 
checks (by connecting them 
across a 9 volt supply via a 470R 
limiting resistor) before solder- 
ing them into place. 

(2) Five under-board links are used 
to connect the LEDs to the out- 
put of IC1. 

(3) Connections to the ‘top’ ter- 
minals of the ten external 
GAME switches are made via 
three topboard Veropins and 
seven under-board connections. 
The ‘bottom’ terminals of aii ten 
switches are wired together and 
taken to R2 via a single Veropin 
connection. 

When construction is complete 
you can connect the unit to a speaker 


and a 9 volt battery and give It a sim- 
ple functional test, as already 
described. The completed unit can 
then be fitted into a suitable case of 
your own choice. 


•Parts Ust 

RESISTORS 
R1,4 27K 

R2,3,6 12K 

R5 68K 

R7 82R 

CAPACITORS 

Cl 180p polystyrene 

C2 100u 25 V PCB elec- 

trolytic 

C3 47n polyester 

SEMICONDUCTORS 

IC1 4017 

IC2 4001 

IC3 4011 

Q1,2 2N2925 

D1,2 1N4148 

Led1-10, are standard 0.2in. Red leds 

MISCELLANEOUS 

PB1-11 are momentary push buttons. 
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Fig. 1 The circuit diagram of the Win Indicator. 


i— HOW It works 

ICl is a 4017 ‘decade-divider-with-ten- 
decoded-outputs*. When this IC receives 
clock signals its ten decoded outputs se- 
quentially go high in synchrony with the 
clock signals, with only one output being 
high at any given moment of time. An in- 
dicator LED is wired between each of these 
current-limited outputs and ground via 
switching transistor Ql. IC2a-IC2b are 
wired as a fast astable * clock’ generator that 
is permanently operational when on/off 
switch SWl is closed. IC2c-IC2d are wired 
as a simple bistable that can be SET by a 
brief positive pulse across R2 or RESET via 
PBll. The output of the bistable is fed to 


the CLOCK ENABLE terminal of ICl, to 
the base of Ql via R4 and to the input of a 
gated sound generator that is built around 
IC3 and Q2. 

At the start of each ‘game’ the IC2c- 
IC2d bistable is reset via PBll. Under this 
condition ICl accepts clock signals but Ql 
is turned off, so none of the LEDs are 
operational. The IC3-Q2 sound generator is 
also turned off. In this mode of operation, 
sample or ‘scanning’ pulses are sequentially 
applied to one side of each of the normally- 
open game switches at the ‘clock’ rate. 

If any of the PBI-PBIO GAME swit- 
ches become momentarily closed during 


this operation the scanning pulse will pass 
through the switch to the SET position. 
Under this condition the CLOCK ENABLE 
terminal of ICl goes high, causing the IC to 
lock at that scan position. Simultaneously, 
Ql turns on, causing the LED associated 
with the winning switch to illuminate and 
give a visual indication of the game winner. 
The sound generator also activates at this 
time, giving an audible indication of the 
‘game won’ state. The audio/visual indica- 
tion then remains on until the bistable is 
reset via PBl 1 or until the circuit is turned 
off via SWl. 
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win indicator 



Fig. 2 Left. The PCB foil pattern for the Game Win Indicator. As 
was mentioned earlier, the use of an all-in-one design is purely 
a matter of personal choice. The unit will function equally well 
with the LED Indicator panel on a separate board. 


PB1 



FLOATING LINKS MADE UNDERSIDE OF PCB 


-t-9V PB11 and LSI 
PB11 


»B 1-10 COMMON 


Fig. 3 Above. Overlay diagram. Ensure that all polarised com- 
ponents, i.e. ICs, diodes etc. are inserted the right way round. 
This causes more ‘dead’ projects than any other factor. 


Reatlon Testerl 

Continued from page 1 41 




An oscillator formed by an astable 
multivibrator continually oscillates at 
a set frequency. 

Pressing the push-button con- 
nects the output of the oscillator to the 
input of a counter, the outputs of 
which are connected to a row of LEDs. 
On every positive pulse from the 
oscillator the counter counts on and 
lights the next LED. 

When the ‘10’ output of the 
counter turns on it fires a thyristor, 
which holds LED 10 on, permanently, 
until power is disconnected. 

The astable multivibrator 
oscillator is configured round a 555 
timer. The frequency of oscijlation is 
determined by one of the resistors 


OSCILLATOR 


PUSH BUTTON 


10 

9 


1 Of 10 
COUNTER 



Rl-6, and the chosen resistor is switch- 
ed into circuit by a switch SWl. 

A 4017 (IC2) is used as a ‘1 of 10 
counter’ and every time push-button 
PBl is pressed, the 4017 counts the 
output pulses of the 555 oscillator. The 
first nine outputs of the counter direct- 
ly drive LEDs which give an indication 
of the state of the count. 

I EDS1 u. Output 10 is connected to the gate 
of thyristor SCRl thereby turning on 
the thyristor on the count of 10. This 
thyristor drives LED 10, the LOSE in- 
dicator. 

Switch SW2 disconnects power 
from the thyristor, thus turning off LED 
10, and also resets the counter to a 
zero count. • 


ciassifiedsBBBH^WH 

6502 Board semiconductors including 6502 
CPU, 24 4116’s and linear parts $90.00 ap- 
prox. Free catalogue. M.O. ENTERPRISES, 
Box 2066s, Bramalea, Ont. L6T 3S3. 


Rx MICRO-ENGINEERING sells peripherals 
for ZX, Acorn, and VIC. Also industrial con- 
trollers. Send for brochure indicating which 
product. Rx MICRO-ENGINEERING, Box 
2277, 100 Mile House, B.C. VOK 2E0. 


ALARMS. Commercial security equipment us- 
ed by professional now available to you. Low 
prices. POLYGRAFF, P.O. Box 276, Sher- 
brooke, Que. JIH 5J1. 


GRATUIT/FREE. Semiconducteurs 1983-84 
catalogue. Cadeaux avec achat. Gift with pur- 
chase. Best deals. C.M. ELECTRONIQUE, 
Boite-Postale 243, Dept. 883, LaPrairie, 
Quebec, J5R 3Y3. 


SPECTRUM ELECTRONICS ♦new address 
— better service ♦ Send for pricelist of ETI & 
Elektor pcbs (include 324 postage) to: 14 
Knightswood Crescent, Brantford, Ontario 
N3R 7E6. Or phone: 1-519-753-4688 Monday 
to Friday 8:30 - 4:30. 

ANYTHING is possible in the world of 
surplus! Bargain prices on almost everything 
imaginable. The inventory changes too fast to 
catalogue. Visit FOREST CITY SURPLUS 
LTD., London, Ontario (519) 438-0233. 
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Alien 

(Si 

^ 

Hand-held games are becoming just as 
popular as the arcade versions (we can play 
in the comfort of our own office!) so we just 
had to publish our own version. 



Once upon a time you could only 
blast the hordes of little green aliens 
by taking a trip to your nearest pub or 
amusement arcade. But it wasn’t long 
before you could Indulge your violent 
tendencies in the privacy of your own 
home with TV game versions. 
Nowadays it’s possible to avoid 
withdrawal symptoms wherever you 
may be by purchasing a hand-held 
version — the invaders are even turn- 
ing up in calculators. Now ETI 
presents a simple-to-build hand-held 
game that, while lacking the 
refinements of commercial machines 
(such as custom-designed little 
‘alien’ LEDs), Is still a lot of fun to 
play with and offers a full range of 
sound effects. 

The ‘field of battle’ and the score 
display both take the form of a line of 
LEDs. When the game is switched on, 
‘aliens’ begin to drop towards you, 
their passage being shown by the 
LEDs in the display lighting one after 
another. When the tenth and final 
LED is lit, you have to fire your laser 
at the alien by pushing the ‘fire’ but- 
ton. If you’re successful, the score 
display Is increased by one and 
another alien launches his attack. For 
simplicity and low cost, a simple 
binary counter Is used to register the 
score. 

The catch is that as you destroy 
the aliens, the speed at which they 
fall increases quite rapidly. The game 
has a built-in time limit of about 25-30 
s, and the object Is to achieve the 
highest score before the game ends. 
Your reactions have to be pretty ac- 
curate because firing the laser when 
the ninth LED is lit will zero your 
score. 

Four voltage-controlled 
oscillators are provided, giving the 
familiar tromp-tromp-tromp, laser 
fire, falling bomb and explosion 
noises. An on-off switch Is provided 
for the sound so that battery life may 
be extended. If desired. The unit con- 


sumes approximately 15 mA with 
sound or 5 mA without. 

Construction 

The circuit is built on a single PCB 
but for reasons of space this is fairly 
cramped and several components are 
mounted vertically. Tantalum 
capacitors are also used Instead of 
ordinary electrolytics because of 
their small size. Solder all the com- 
ponents in place as shown on the 
overlay, using a soldering Iron with a 
fine bit and lots of ‘due care and at- 
tention’; the PCB tracks are very fine. 
Take the usual precautions when 
handling the CMOS ICs. 

Note that R29 and Cl 3 are not 
located on the PCB but are soldered 
onto the loudspeaker lead — the 
photographs should make this clear. 

A T-shaped hole Is cut In the top 
of the case to reveal the LEDs and a 
piece of red plastic can be stuck over 



the aperture to improve the viewing 
contrast. Of course, you’ll have to cut 
holes In it above the green LEDs or 
they’ll disappear! The three switches 
are also mounted on the top of the 
case; the loudspeaker is fixed to the 
bottom after drilling a few holes to let 
the sound out. Thin plastic strips are 
glued to the sides of the case to sup- 
port the PCB the correct distance 
from the cutout. Now the Interwiring 
can be completed and the case 
screwed together. 

This completes the construction 
of the project; now you can be the en- 
vy of your fellow commuters and an- 
noy total strangers in your efforts to 
beat your last score. 
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Fig. 1 Circuit diagra 
of Aiien Attack. 



HOW It works 

The circuit falls into four basic sec- 
tions — the decade counter ICl, which 
lights LEDs 1 to 10 in turn; the binary 
counter ICS, which provides the scor- 
ing for the game; four voltage- 
controlled oscillators (VCOs) which 
provide the sound effects; and the 
mixer-amplifier, which drives a small 
loudspeaker. 

The VCOs use the common CMOS 
oscillator circuit, but with a difference. 
Instead of using a fixed resistor with a 
capacitor to determine the frequency, 
a transistor replaces the resistor and 
functions as a variable resistor. 

Taking the VCO formed by IC4a 
and IC4b as an example, it can be seen 
that with no connection to the base of 
Q2, the collector-emitter resistance 
will be very high, preventing C6 from 
charging and thus disabling the 
oscillator. However, if a voltage is ap- 
plied to Q2’s base the collector-emitter 
resistance will fall in proportion to the 
applied voltage. Thus the time taken 
for C6 to charge will be proportional to 
this voltage, and so will the frequency 
of operation of the oscillator. 

If a capacitor and resistor are con- 


nected from the base of the transistor 
to ground, then fully charging the 
capacitor will give the highest 
oscillator frequency. As the capacitor 
discharges via the resistor, the fre- 
quency will fall until the circuit again 
stops oscillating. 

In the case of the IC3a-IC3b VCO, 
the lowest frequency is determined by 
R15. 

When the circuit is switched on, 
C5 provides a power-on reset pulse to 
ICS, thus extinguishing LEDs 11 to 15. 
Cl will also start to charge via R1 and 
when the voltage on Cl eventually 
reaches the threshold of gate IC2a 
counter ICl will be held reset, thus en- 
ding the game. With the values shown, 
this should take approximately 25 s. 

The IC3a-IC3b VCO will clock ICl, 
lighting LEDs 1 to 10 in turn. When 
LEDS lights a pulse will be fed to the 
VCO formed by IC4a and IC4b, giving a 
falling frequency. 

If the ‘fire* button (PBl) is pressed, 
then the IC3c-IC3d VCO will be enabl- 
ed. Pressing PBl when LEDIO is lit will 
result in IC2c enabling the VCO formed 
by IC4c and IC4d, and also charging C3 


by an amount determined by R14. Thus 
the VCO driving ICl will increase in fre- 
quency. IC5 will also be clocked, ad- 
ding one to the score. C4 debounces 
the clock input. 

If PBl is pressed when LED9 is lit, 
a reset pulse is sent to ICl by IC2b, 
thus preventing cheating. 

The four oscillator outputs are 
mixed by R24-27 and Cl 2. Q5 and Q6 
act as an amplifier, driving an 8R 
speaker, through the filter formed by 
R29 and Cl 3. This filter prevents ex- 
cessive DC from reaching the speaker, 
as would happen if one of the VCO out- 
puts stayed high. 

Because IC2a has no hysteresis 
applied to the input, as the voltage on 
Cl reaches the gate’s threshold the 
output will oscillate, which results in 
the aliens making several abortive at- 
tacks. D1 and D5 ensure that 
capacitors Cl and C3 are discharged 
at the end of each game when the cir- 
cuit is switched off. This ensures that 
the game length and starting speed of 
the aliens are the same for each game. 



r 


Joystick 

control 

Video games have never been more popular, but many require the 
use of joystick controls. This A-to-D converter, submitted by I. 
Forster will provide such controls for any microcomputer using a 
6502, will as many other applications. 


THIS ARTICLE describes a system for 
analogue-to-digital (A-to-D) conver- 
sion, originally Intended to provide 
cheap and simple Joystick controls 
for a Commodore PET computer. The 
system should work on any computer 
having a USER port, although the 
software necessary will probably be 
different to that used by the PET. The 
software Is in 6502 machine code and 
can be merged with a BASIC program 
or used as a machine code 
subroutine. 

Apart from joystick controls 
there are a number of other 
possibilities inherent in the principle. 
A few of these are described, 
although no practical results have 
been obtained with these circuits yet. 
The field Is open for the ex- 
perimenter! 

There are a number of im- 
provements possible, such as using 
both the X and Y registers in the 6502 
as counters, giving 64K resolution on 
an input. Hardware improvements are 
also very definitely possible, 
although beyond a certain point it 
would probably be much cheaper to 
build a dedicated device. 

Joystick Controls 

The circuit for use with a joystick unit 
is shown in Fig. 1. Two of these are 
necessary, one for the X axis, one for 
the Y. The flow diagram tor operation 
is shown in Fig. 2. X volts Is the 
transfer voltage of one gate in the 
4081 BE. This is not very predictable 


and better results could be obtained 
using a Schmitt trigger of some kind, 
such as the op-amp circuit shown in 
Fig. 3 or a CMOS Schmitt gate. If Cl 
is Increased, keeping the charging 
resistor constant, the time taken to 
reach X volts becomes larger. If Cl is 
made too large the counter (In this 
case the X register of the 6502) will 
overflow and count round. 

The software Is disassembled 
Hex machine code, as shown below. 
It could be entered via the PET TIM 
monitor or as a data statement In a 
BASIC program. From BASIC It is 
called by SYS 826 and the values of 
the two conversions are stored in 
1022(X) and 1023(Y); they can be 
retrieved by a PEEK instruction. 



Fig. 2 Flow diagram for the ADC. 



Fig. 1 Simple joystick version of the analogue-to-digital converter. 
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LOC'N CODE 

033A 

78 

033B 

A9 55 

033D 

8D 43 E8 

0340 

A9 00 

0342 

8D 4F E8 

0345 

A9 01 

0347 

8D 4F E8 

034A 

A2 00 

034C 

E8 

034D 

AD4F E8 

0350 

C9 A3 

0352 

DO F8 

0354 

A9 00 

0356 

8D 4F E8 

0359 

8E FE 03 

035C 

E8 

035D 

EO FF 

035F 

DO FB 

0361 

A9 55 

0363 

8D43 E8 

0366 

A9 00 

0368 

8D4F E8 

036B 

A9 04 

036D 

8D4F E8 

0370 

A2 00 

0372 

E8 

0373 

AD4F E8 

0376 

C9 AC 

0378 

DO F8 

037A 

A9 00 

037C 

8D 4F E8 

037F 

8E FF 03 

0382 

E8 

0383 

EO FF 

0385 

DO FB 

0387 

58 

0388 

60 


INSTRUCTION 

SEI 

LDA *55 
STA E843 
LDA *00 
STA E84F 
LDA *01 
STA E84F 
LDX *00 
INX 

LDA E84F 
CMP *A3 
BNE 034C 
LDA *00 
STA E84F 

STX03FE 

INX 

CPX *FF 
BNE 035C 
LDA *55 
STA E843 
LDA *00 
STA E84F 
LDA *04 
STA E84F 
LDX *00 
INX 

LDA E84F 
CMP *AC 
BNE 0372 
LDA *00 
STA E84F 
STX03FF 
INX 

CPX *FF 
BNE 0382 
CLI 
RTS 



Fig. 3 Using an op-amp as the sensing 
device allows the transfer voltage to be 
chosen to suit. 



Simple Sums 

The calculations involved are simple 
and are shown below. 

Let X be the transfer voltage of 
IC1b — ie the voltage at which ICIb’s 
output switches high. Then the time 
taken to get to X volts can be derived 
thus:- 

Q = C1 X V 

where Q is charge 
V Is voltage 

Also Q = I X t 
where I Is current 
t is time 

so t = C1xV/l 

Since V = X(transfer voltage) 
t = C1 xX/l 
But I = Vqq/R 

where R depends on the setting of 
PR1 and RV1 

Sot = C1 X S X R/Vqq 

C1,X,VDDare constant and so It is 
proportional to R. 

Time And Again 

Two other circuits are shown in Fig. 4 
and Fig. 5 which use the principle of 
measuring the time taken to charge a 
capacitor. In both cases the symbol 
labelled ‘sense’ is a Schmitt trigger of 
some kind. The voltage across the 
analogue gates of the 4016BE should 
be less than the power supply to the 
chip. However, a simple op amp 


Fig. 4 Experimental voltmeter. 

prescaler theoretically allows 
voltages up to the breakdown voltage 
of the resistors used to be measured. 
All the levels returned to the PET 
must be 5 V logic, so the 4016, in- 
verter and sense output should all be 
5 V logic. ICIb in Fig. 4 could be 
removed, although this complicates 
calculations because the capacitor 
will not start charging from 0 V. 

The circuit of Fig. 5 Is designed 
as a frequency meter with a range of 
0-100 kHz. The 741 produces a square 
wave of the same frequency as the in- 
put. MM1 Is a posItive-edge-trIggered 
monostable with a period of 10 uS; its 
output is fed via a diode, analogue 
gate and resistor to charge the 
.capacitor. The leakage of the 
capacitor could be very significant so 
care must be used in selecting the 
values of R and C as well as compo- 
nent types. 


Current can be measured by us- 
ing a virtual ground type circuit for an 
op-amp. With a 741 only about 10 mA 
can be measured since It can only 
sink a maximum of 20 mA. A resistive 
divider network or a power op amp 
could Improve this. 

Conclusion 

The circuits described are fairly crude 
but could offer useable results to the 
amateur electronics experimenter. 
Expense is a major factor in most cir- 
cuits, and most of these could be 
built for a few dollars. Of course, you 
need a computer! Beware of locking 
your machine into endless loops — 
this Is harmless to the computer but 
very wearing on your nerves. If not 
already provided, setting up a way of 
using the NMI (nonmaskable inter- 
rupt) on your processor might be ad- 
visable. Good luck! 



Fig. 5 Experimental frequency meter. 
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Russian 

Roulette 


This one will just kill you — a 
harmless electronic simuia- 
tion of a dangerous game. 
Save the expense of redecora- 
tion: better stili, save your life 
— with this fun-filied game 
from ETi. 


RUSSIAN ROULETTE as a game ap- 
parently originated in the officers’ 
mess of army posts around the world, 
where shell-shocked officers would 
gamble with their own lives merely as 
a relief to boredom. The Idea was to 
load one bullet in the chamber of a 
revolver, then to spin the chamber so 
the nobody would know exactly 
where the bullet was In relation to the 
firing pin. One of the men would then 
hold the gun pointed to his own head, 
pull the trigger and — If he was lucky 
(an average of 5 out of 6 times) — 
click. If not (1 out of 6) — bang. 

The ETI Russian Roulette Game 
harmlessly Imitates the real thing. It 
uses an Integrated circuit to clock in 
a cycle of six, simulating the six 
bullet spaces of the chamber. By 
operating the spin switch the ‘bullet’ 
is automatically moved round — the 
chamber is spun. Each time the ‘trig- 
ger’ switch Is pressed, the bullet 
comes one step closer to the ‘firing 
pin’, which Is a LED in our game. 
When the bullet reaches the firing pin 
the LED lights, ‘killing’ the last player 
who pulled the trigger. The winner of 
the game Is the last one left — he 
buys the next round of drinks. 

As you can see, we managed to 
fit our prototype Inside the handle of 
a full-sized polystyrene model of a 
gun (a 4” Smith & Wesson .44 
Magnum). There Is, of course, no 
reason why an ordinary plastic pot- 
ting box can’t be used: we chose a 
gun simply to make It look good. So, 
we’ll leave the choice of casing up to 


Fig. 1 Circuit diagram 
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you and deal only with the elec- 
tronics. 

If you are restricted by size, as 
we were, then you should use our 
PCB design. The circuit shouldn’t be 
much bigger if you build It on 
Veroboard but those extra few 
millimetres might just give you the 
edge. Begin by inserting the 
resistors, followed by the two 
capacitors as shown In the overlay in 
Fig. 2. 

At this point we normally advise 
you to use 1C sockets but if you are 
troubled by lack of space then solder 
the ICs directly into the board. The 
4017 is a CMOS chip and as such 
should be handled carefully. Use a 
grounded soldering Iron and, as with 
any semiconductor, solder one pin at 
a time, letting the device cool before 
soldering the following pin. 

Next, connect the switches, LED 
and battery as shown In Fig. 2 using a 
good-quality momentary-action push 
switch for FBI. Then switch on and 
try it out. 


PCB pattern 


PB1 


BIASED UP 


LED1 


ANODE 


9V BATTERY 


Fig. 2 Overlay of the printed circuit board. 


-Parts List 

RESiSTORS (Ail Va^, 5%) 

R1,2 18k 

R3 330k 

R4 470R 

CAPACITORS 

C1,2 lOOn ceramic 

SEMICONDUCTORS 

IC1 555 timer 

IC2 4017 decade counter/ 

divider 

LED 1 red LED 

MISCELLANEOUS 

SW1 single-pole, single-throw 

miniature toggle switch 

SW2 double-pole, double- 

throw miniature toggle 
switch 

PB1 single-pole, single- 

throw, momentary ac- 
tion push switch 

9 V battery + clip 

Case to suit 


"nww IV 


An oscillator clocks the counter whenever 
the spin switch is pressed. Upon release the 
state of the counter is not known. Pressing 
the trigger switch clocks the counter on, one 
step. If that is the number one output, the 
LED lights indicating that the bullet has 
been fired. 


Switch SW2 is the spin switch, which 
does two jobs when pressed: it connects the 
oscillator to pin 14, the clock input of the 


•V 

t 


TRIGGER 




1 



1 TO 6 3 

: i 

COUNTER 1 



5 

5 


6 

1 




The oscillator is formed around a 555 
astable multivibrator circuit operating at 
about 250 Hz. This frequency is defined by 
the resistor/capacitor chain Rl,2 and Cl 
according to the fotmula: 

f= ^ L45_ 

(R1 + 2R2) X Cl 


4017 counter, and it isolates the LED so 
that it cannot flash. Releasing SW2 stops 
the 4017 from clocking. Each press of the 
trigger switch, PBl, provides one pulse to 
the clock input and thus moves the 4017 on 
one step. When the output of the counter 
corresponds to the LED connection the 
LED lights up. 




Double 

Dice 



“Double ’em up?” says the 
jack at the Vegas craps table. 
“Sure,” you respond, “but this 
time I want to use my own 
set.” And you hand him the ETI 
Double Dice. 


A LARGE percentage of games need 
some system whereby a random 
number between 1 and 12 can be 
quickly and easily generated -- the 
usual way of doing this Is with a pair 
of dice. A good electronic dice project 
hasn’t materialised In any of the elec- 
tronic magazines recently and so we 
thought that the time was right for 
ETI to produce dice to beat all dice. 
Although quite Ingenious In opera- 
tion, the ETI Double Dice Is simplicity 
Itself to built — apart from the 
display there are only 18 other com- 
ponents, and ail parts mount on a 
small PCB. 

The display Is formed from In- 
dividual LEDs, seven in each die, 
grouped together Into the well-known 
dice formation. Five ICs perform all 
logic, control, counting and driving 
functions of the circuit and both die 
displays are completely random and 
non-synchronised. 

The device Is touch-controlled: 
simply placing a finger over the two 
contacts starts operation of the dice. 
The LEDs light up and are seen to 
flash at a fast rate (showing that the 1 
to 6 sequence is in operation.) Upon 
removing the finger, the LEDs stop 
flashing and hold the last number 
displayed. 

After a short time, all the LEDs 
extinguish, showing that the dice is 
ready for Its next “roll”. The display 
period Is defined, mainly, by the value 
of capacitor Cl, and using the value 
shown a period of about 5 seconds is 
obtained. Increasing its value 
lengthens illumination time and vice 
versa. 

LEDs need a fair amount of cur- 
rent to give a reasonable Illumination 
and If they remained on at all times, 
battery life would be severely limited. 
The self-cancelling function reduces 
the average current consumption of 
the circuit and therefore prolongs 
battery life. 


Construction 

Start construction by inserting the six 
links Into the PCB as shown In the 
overlay diagram. It Is helpful to use a 
pair of long-nosed pliers to bend the 
link wires before Insertion. Resistors, 
capacitors and 1C sockets, if used, 
should be put In now, but leave the 
ICs till last. 

Next, Insert LEDs 1 to 14 Into the 
board In the double dice Information. 
Mount them about 10 to 15 mm above 
the PCB so that they stand above the 
maximum height of the other com- 
ponents. Connect the switch, battery 
and touch contacts (two wires will do 
for test purposes), plug In the five ICs, 
switch on and test the project. 

Housing the PCB in a case 
should not be a problem. Suggestions 
are: either mount your board on the 
underside of the case lid, drilling 
holes for the LEDs to mount Into, or 
make a panel out of coloured 



Side view of the Double Dice showing the 
position of the LEDs. 


transparent plastic (or similar) 
through which the LEDs will be visi- 
ble. 

You can make your touch con- 
tacts out of virtually any small pieces 
of electrical conductor. We chose to 
use the heads of metal drawing pins 
Inserted through the case lid. 
Soldered connections can be made 
underneath the lid to the board. If you 
do the same, remember that a 
metallic lid conducts and the con- 
tacts will have to be Insulated from It. 


-Parts List '■ 

RESISTORS (All %\N, 5%) 

R1 4M7 

R2 220k 

R3 10M 

R4,8 2k7 

R5,9 IkO 

R6,10 680R 

R7 270k 

CAPACITORS 

C1 luO polycarbonate 

C2,3 100n polyester 

SEMICONDUCTORS 
IC1 4001 quad, 2-input NOR 

IC2,4 4025 triple, 3-Input NOR 

IC3,5 4522 programmable BCD 

counter 

LEDl-14 miniature red LEDs 

MISCELLANEOUS 

single-pole, single-throw toggle switch 
battery clip 
case to suit 
touch contacts 
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Figure 1. Circuit diagram of the Double Dice. 


HOW It works 

The circuit of theDouble Dice can be seen 
in Fig. 1. By cross-referring to it, the 
operation of the dice may be more easily 
understood. Most of the circuit is 
duplicated for each dice (1C2,3 and 
common components) - the action of the 
other dice is identical (using IC4 and 5 
instead). 


A 

B 

C 

NUMBER 

DISPLAYED 

orr 

OFF 

ON 

1 

OFF 

ON 

OFF 

2 

OFF 

ON 

ON 

3 

ON 

OFF 

OFF 

.4 

ON 

OFF 

ON 

5 

ON 

ON 

OFF 

6 



The LEDs are formed on the PCB to a 
standard dice configuration as in Fig. 3. 
In this diagram the individual points have 
been grouped together into three categories 
A, B and C. By looking at the numbers on 
a dice in turn, a table can be drawn up, as 


in Fig. 3. to show that all LEDs in any one 
category must be either on or off at the 
same time. Therefore, we can consider the 
groups as single logical levels in a set code. 
It just happens that the set code required is 
part of the binary code, of which the 
part ot interest is shown in Fig. 4 against 
the corresponding denary, or ordinary 
number value. 

ICs which count in binary are readily 
available and the 4522 (IC3) does just that 



It is a down counter, meaning that it starts 
its cycle at binary 15 and counts down to 

0. On the next count after 0 it would 
(normally) reset to 15 and start the cycle 
over again. However, we have taken 
advantage of the fact that the 4522 is a 
programmable counter which can, on a 
commmand pulse, be programmed or set 
to a particular number in its cycle. In our 
circuit this number is 6 (represented by 
the logic levels at pins 14, 11 and 5, that is 

1, 1,0). The command pulse is obtained 
from the output of IC2c, which is at logic 
1 only when its three inputs are 0. These 


inputs are in parallel with the LED drive 
outputs of IC3 so that as the number 0 is 
displayed by the LEDs the counter auto- 
matically jumps to the number 6. The in- 
terval between the count to 0 and the dis- 
play of 6 is so small that to the human eye 
it appears that the counter progresses 
naturally from 1 to 6. 

IC2a and b form a simple astable 
multivibrator which produces a square 
wave of about 100 Hz and which clocks 
the counter whenever pin 1 of IC2 is at 
logic 0. 

The part of the circuit which is 
common to both sides is that of ICl. Pins 
12 and 13 of this IC are held normally low 
by Rl, a very high resistance. The output 
of ICld is therefore normally high (the 
gate is acting as an inverter). If a finger is 
placed on the touch contacts, skin 
resistance takes the input to this gate high, 
and the output, pin 11, goes low. This pin 
is connected to pin 1 of the astable which 
as detailed above, clocks the counter. 

As well as enabling the astable, pin 1 1 
is connected to the input of a monostable 
multivibrator with an ‘on’ period of about 
5 seconds so that as a finger is put on the 
touch contacts the monostable enters its 
‘on’ state. The output of the monostable 
is connected to pin 10 of the counter so 
that during the ‘on’ state the LED display 
is allowed to function. At the end of the 
5 second on-period the monostable 
switches off and the display is disabled 
(the LEDs are held off) thus saving un- 
necessary battery drain. 
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Double Dice 



Figure 2. Overlay diagram for the Double Dice. 





if you met these you 

know they had 

Q^tic Fibfosis? 


Children and adults with CF often 
look as healthy as you. To stay that 
way they go through a rigorous pro- 
gram of medical treatment and therapy 
every day. 

CF is inherited and incurable. 

You know it’s good to be alive ... so 
do CF people. 

With your help research will find a 
cure or control. 


take action 

MAKE CF PEOPLE 

WINNERS 


Canodbn Cvstic Fibrosis Foundation 
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Heathkif 


Here’s your catalogue... and a 



OFFER! 

worth more than $43. 


With your first electronic kit order of $39.95 
or more we’ll give you everything you need 
to prove for yourself that you can solder 
and you can enjoy building one of our kits. 

You get this soldering iron 

35 watt, lightweight pencil-style... perfect 
for electronics work. 

And a comprehensive soldering 
course. 

A 92 page manual that teaches you 
step-by-step the how, and why of 
soldering. And the best part is you get an 
actual circuit board, some parts and some 
solder to try out your new soldering iron 
and your new knowledge. You get to 
actually practice, so that you learn to 
solder properly before you start your kit. 

Yes! Heathkits are easy! 

The key is our unique manual. Step-by-step 
it will show you in clear drawings what to do 
and what it will look like when you’ve done 
it ... and it will tell you in simple, non-technical 
English exactly how to go about it. 



- ^.thkIT 
(Hm 

MMmiJ CONTiNlHNC EDUCATION 

Hmmmi 
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MEMmiT 
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Act Now — Offer expires in 30 days 


The Heathkit cataiogue describes 
hundreds of do-it-yourself kits, from a 
simple electronic doorbell, to the complex 
field of computers and robotics. 

There’s also a complete section 
showing over 40 at-home study courses 
designed to increase your skills and 
knowledge in everything from basic AC 
and DC electronics, to digital and 
microprocessor technology. 


■CLIP COUPON AND MAIL TODAY TO: i 

iHeath Company, 1020 Islington Ave., Toronto, Ont.l 
■M8Z 5Z3. I 

*Please send my FREE catalog showing hundreds of Elec-* 
jtronic do-it-yourself kits. j 

■Name ■ 

jAddress j 

Jcity. Prov.^ 1 

|EU 0883 Postal Code | 



MULTIMETERS 
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The Best Buys Available 
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